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Paim Beach Towers Hotel, Palm Beach, Fla.; Arch.—John Hans 
Graham & Assocs., Washington, D. C.; Struc. Engr.—Oboler & Clarke, 
Miami; Consltg. Engr.—Norman C. Schmid & Assocs. Palm Beach; 
G. C.—Taylor Construction Co., Miami; Pozzolith Ready-Mixed con- 
crete—Burnup & Sims, and Rinker Materials, West Palm Beach. 


Better Concrete 
Behavior. ..with 
POZZOLITH 


Special concrete requirements for these four ultra- 
modern Florida hotels varied widely. They 
included: easy placeability with the least amount 
of water .. . accelerated strength for early form 
removal... minimum shrinkage. . . retarded rate 
of hardening for minimum cracking. 


These special concrete properties, as well as im- 
provement in overall quality, were obtained by 
employing Pozzolith—key to lowest water con- 
tent, control of entrained air and control of rate 
of hardening. 


More than 150,000,000 cubic yards of concrete 
for all types of structures have been produced 
with Pozzolith since 1932, to increase user's con- 
trol of concrete behavior and to obtain desired 
properties most advantageously. 


Call in any one of our more than 100 full-time 
fieldmen to discuss and demonstrate the benefits 
of Pozzolith controls for your project. 






Eden Roc Hotel, Miami Beach, Fla.; Archt.—Morris Lapidus, Miami 
Beach; Engr.—H. J. Ross Assocs., Miami; G. C.—Taylor Construction 
Co., Miami; Pozzolith Ready-Mixed concrete—Maule Industries, Inc. 


tHe MASTER BUILDERS co. 


DIVISION OF AMERICAN-MARIETTA CO 
General Offices: Cleveland 3, Ohio * Toronto 9, Ontario © Export: New York 17, N. Y. 
Branch Offices In All Principal Cities * Cable: Mastmethod, N. Y. 

















SPECIFY 


GOODZYEAR 


DeLuxe 


true Vinyl 








For your commercial floors - “The quality outlives the price” 


EASY TO MAINTAIN! STUNNING COLORS! 
It’s true vinyl throughout its husky .080, %” 
and *42" gauges, and available in full 45”-wide 
rolls as well as tiles! It’s styled to complement 
the best-designed buildings, and built to last, 
with the absolute minimum of maintenance! 


(Goodyear DeLuxe Vinyl needs no wax to 
protect its super-dense surface—just the usual 
commercial cleaning and buffing will keep it 


beautifully brilliant!) 


Available, too, in economical Custom .080- 
gauge material as well as DeLuxe for color- 
coordinated walls and counter tops. As the 
years roll by, the true vinyl will stand as a 
lasting testimonial to your good judgment! 
For samples and complete information, write: 
Goodyear, Flooring Dept. H-8125, 
Akron 16, Ohio. 
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DURIRON CORROSION RESISTING DRAIN PIPE 


Duriron has been specified for more than thirty years by leading 
architects and engineers for corrosive waste disposal systems. 
Duriron is the one quality high silicon iron that provides 


permanent safe handling of virtually all commercial acids and DYRIRONW 
other corrosive solutions. : —— 
On every PI 


Duriron is installed by ordinary plumbing methods, and is LOOK FOR THE NAME 
carried in stock by leading wholesalers, everywhere. Specify 
Duriron. Insist on Duriron. 


THE DURIRON COMPANY, INC. 
DAYTON, OHIO 
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For interiors or exteriors, Panelfab Aluminum-Faced Honeycomb Core 

Doors are handsome, lightweight, and built to maintain appearance, rigidity 

and stability under the abuse of heavy traffic ® 
The secret is Panelfab’s unique, patented construction and tremendous PAN ELFAB 

engineering advancements—a one-piece extruded edge roll-interlocked to 

full-sized, one-piece aluminum sheets, backed up by hardboard for greater ALUMINUM DOORS 


impact resistance, with facings and hardboard permanently bonded to the 
honeycomb core. The best door yet, and the best buy yet 










A sample door section will be forwarded on request. We welcome the PANELFAB PRODUCTS, INC. 
pportunity to assist architects and engineers in the utilization of Panelfab 2004 N.E. 146th Street 
North Miami, Florida 
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Sales Agents in Principal Cities See Our Catalog 
Some Territories Available in Sweet's Files 
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It’s the Law by Bernard Tomson 


P/A Office Practice article discuss- 
ing the respective functions of archi- 
tects and engineers. 


The practice of architecture and engi- 
neering has been traditionally consid- 
ered by the courts and legislatures as 
distinct and separate professions. There 
has been, nevertheless, a judicial and 
legislative recognition that the func- 
tions of the architect and the engineer 
overlap. In determining, however, the 
permissible area in which either may 
practice, the judicial decisions are often 
inconsistent. Further, some courts have 
viewed this area of overlapping func- 
tion as the basis for a conclusion that 
there is no distinction between the areas 
included in the professional competence 
of architects and engineers. 

The case of Gionti v. Crown Motor 
Freight Co. 26 A. 2d. 282 is illustrative 
of the traditional view that the prac- 
tice of architecture and engineering is 
distinct. In this New Jersey case, a 
licensed engineer prepared plans and 
specifications for the erection of a 
garage and office building. The Court 
concluded that this was an unlawful 
practice of architecture, stating: 


“It is argued that as a result of the 
progress made in the professions of the 
practice of architecture and engineer- 
ing many ‘overlapping functions and 
activities’ have arisen between them, 
that the result has been that all ‘dis- 
tinctions’ between them have ‘passed 
away,’ that they ‘differ in name only,’ 
and therefore, we should construe the 
respective statutes relating to these 
professions accordingly. owever in- 
terrelated the professions and the 
statutes relating to them may be, the 
legislature has made and maintained 
a marked cleavage between them. It is 
beyond our power to thwart that clear 
legislative cleavage.” 


An example of the recognition of a 
limited overlapping function of the 
architect and engineer is the case of 
Smith v. American Packing and Pro- 
vision Co, 130 P. 2d. 951. In this case 
it was contended that a professional 
engineer had been unlawfully practis- 
ing architecture, and was, therefore, 
not entitled to compensation. The engi- 
neer had been retained to plan and 
supervise the construction of certain 
alterations in a meat packing plant. 
The Court said: 

“If a person had to have a license in 
each field into which his chosen profes- 
sion or calling might overlap in some 
degree, he might not only have to ob- 
tain numerous licenses in different 
fields to engage in the field in which he 
is specially trained and qualified, but 


he might be prevented from engaging 
in the field in which he is particularly 
well qualified for the reason he could 
not meet all of the qualification for 
license in other fields.” 

“These statutes construed together, 
in our opinion, do not contemplate that 
a professional engineer who performs 
some service in his own field in which 
he is duly licensed, such as makin 
plans and designs in connection wi 
an engineering problem or project, shall 
have to procure a license as an archi- 
tect merely because the particular engi- 
neering activities necessitate the mak- 
ing of plans and designs, or require 
supervision in construction, which might 
also be embraced within the scope of 
the functions of an architect. 

“However, we do not say that pro- 
fessional engineers can make plans for 
all kinds of buildings or do whatever 
an architect can do, for clearly the 
entire field of architecture, is not em- 
braced within the field of professiona 
engineering as defined by statute... .” 

“The real criterion for determining 
if a licensed professional engineer 
must also have a license as an archi- 
tect, is not whether some service he 
—— might be performed lawfully 

y an architect, but whether such func- 
tions are necessarily embraced within 
the scope of engineering covered by his 
license. The issuance of a license in 
one field is not to be employed as a 
stepping stone to practice in some other 
field or even in a part of such other 
field, unless the functions of such other 
field performed by the licensee are 
necessarily embraced within the sco 
of the activities authorized by the 
license.” 


Relating the above principles to the 
particular case the Court concluded: 
“If the changes to the building were 
merely those necessary to accommodate 
the rearrangement and reorganization 
of plant equipment and facilities, to 
correlate plant operations to insure in- 
creased production, it might well be 
that the plaintiff was acting within the 
scope of professional engineering prac- 
So 


The Courts have often had difficulty 
in defining the area in which the prac- 
tices of architecture and engineering 
may permissibly overlap. This has re- 
sulted in some confusion. For instance, 
in Rabinowitz v. Hurwitz-Mintz Furni- 
ture Co. 183 So. 498, a civil engineer 
was retained to prepare plans for and 
supervise the remodeling of a store 
building. The majority of the Court 
ruled that, since the remodeling of the 
store front included the preparation of 
plans and specifications for the con- 
struction of certain structural steel 
beams, the engineer could properly plan 
the remodeling of the entire store front. 
The minority of the Court, however, in 
a dissenting opinion stated the follow- 
ing: 
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“The fact that the plans required cer- 
tain structural seek work to be done 
did not deprive the whole work of its 
architectural character. In the organi- 
zation of a corporation a notarial 
charter is necessary. Does this fact 
render the work of organizing and ad- 
visi the corporation notarial rather 
than legal? Or does it give to one who 
is a notary and not an attorney the 
right to give legal advice to the corpo- 
ration? 

“Architectural work should be done 
by architects, and it is a plain violation 
of the statute for a civil engineer to 
undertake it. His styling himself a 
‘civil engineer’ does not change the 
character of the work.” 


An example of the tendency of some 
courts to lend judicial sanction to the 
gradual encroachment by engineers on 
the practice of architecture, is the New 
York case of D’Luhosch V. Andros 109 
N.Y.S. 2d. 491. In this case, a licensed 
engineer sued to recover for services 
rendered in drawing plans and specifi- 
cations for a “dwelling.” The defense 
was raised that the engineer could re- 
cover no compensation because he was 
not a licensed architect. The Court in 
construing the New York statute, con- 
cluded that there was no distinction 
between the services of an architect 
and engineer. The Court said: 


“. . . I cannot find that there is any 
statutory distinction between the serv- 
ices which may be legally rendered by 
a licensed engineer and that by an 
architect. True it is, that historically 
at least, an architect has always been 
classified as one associated with the 
arts, Young v. Bohn, C.C., 141 F. 471, 
472, which does not appear to be so 
with respect to the engineer. This un- 
doubtedly accounts for the inclusion in 
the definition of an architect of the 
phrase including ‘esthetic and struc- 
tural design’ and the further statement 
that his professional service ‘requires 
the application of the art and science 
of construction based upon the princi- 
ples of mathematics, esthetics and the 
physical sciences.’ However, it can 
scarcely be contended successfully that 
the principles of mathematics and the 
physical sciences are not and have not 
always been utilized by the engineer, 
and to some extent at least, the art of 
esthetics. Certainly no engineer draft- 
ing plans and specifications for any 
dwelling would knowingly and seriously 
avoid using this art... .” 


The elimination of a distinction be- 
tween the practice of architecture and 
the practice of engineering, by legisla- 
tive enactment or by judicial fiat, should 
be a matter of great concern to the 
architectural profession. If this dis- 
tinction is to be maintained, the archi- 
tectural professional must consider 
what steps can and should be taken to 
protect itself and the general public. 
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Beautiful Answer to 101 Overhead Heating Jobs 


° ® 
TVlorman Three Sidy 
FORCED CONVECTION 
OVERHEAD GAS HEATER 


You’ll like the way prospects like the ultra- 
modern Norman Three-Sixty, and you'll ap- 
preciate its exclusive features that give you such a 
profitable edge on competition. 


Here's how the Norman Three-Sixty assures con- 
stant air circulation without stratification. An intake 
fan draws air from the floor up into the bottom of 
the unit where the air is heated and distributed out- 
ward and slightly downward in a full 360° radius 
to form an umbrella of comfortable warmth. 








products 
company 





NORMAN SCHOOLROOM 
HEATING AND VENTILATING SYSTEM 
provides economical, healthful classroom comfort. 
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. * Sealed Combustion 


* Forced Exhaust 
System 


*& Exclusive Electric 
Ignition 


* 100% Outside Air 
For Combustion 


The exclusive sealed combustion system with 
electric ignition lets you install the Three-Sixty where 
ordinary unit heaters can't go. The system also 
permits efficient and economical installation in 
multi-story buildings. 


Find out why the Norman Three-Sixty offers 
you so much more in opportunity for increased 
sales and profits. 


Send the coupon today for literature and details. 


NORMAN PRODUCTS CO. 
1154 Chesapeake Ave., Columbus 12, Ohio 


Rush literature and details on the Norman Three-Sixty Forced 
Convection Overhead Gas Heater and other quality Norman 
gas-fired heating equipment. 
NAME__ 

FIRM NAME 

ADDRESS 


CITY 


TITLE 


ZONE____STATE. 
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Mechanical Engineering Critique by William ]. McGuinness 


P/A Office Practice column on me- 
chanical and electrical design and 
equipment, devoted this month to 
the suitability of the water-to-air 
heat pump to industrial buildings in 
northern areas. 


A number of systems use the refrigera- 
tion cycle and the heat value of natural 
materials for the purpose of heating 
and cooling buildings. This general cat- 
egory of devices, using no fuel other 
than electricity, is the heat pump. Prob- 
ably the two most common types of heat 
pump are known as air-to-air and water- 
to-air. Either is much cheaper to op- 
erate than straight electric-resistance 
heating. The comparision of heat pumps 
to systems using conventional] fuels is, 
however, another matter. It may be said 
that for installations which are planned 
for both heating and cooling, the heat 
pump is often competitive both in cost 
of operation and installation cost. The 
advantages—elimination of flame, fuel 
storage, stack, and smoke—are great. 

In comparing air-to-air with water- 
to-air, it would be wrong to suggest 
that one is better than the other or 
shows greater promise. Each has ad- 
vantages and shortcomings which must 
be appraised on the basis of climate, 
temperature of outdoor air or ground 
water, availability, and quality of water. 
Until recently, when multiple-stage com- 
pression gave promise of correcting the 
situation,* air-to-air heat pumps have 
been restricted by their limitations to 
the southerly one-third of the United 
States. In northern climates, ground 
water at 60F is a better source of 
heat than outdoor air at OF. Thus, in 
winter, when outdoor temperature ap- 
proaches zero, the air-to-air heat pump 
has had to employ supplementary elec- 
tric resistance heating which is expen- 
sive. 

A recent installation in the new 
plant of the American Coils Company 
at Farmingdale, New Jersey, is a good 


*MECHANICAL ENGINeERING Critique, September 
1956 


example of the use of the water-to-air 
heat pump for industrial buildings. It 
also stands as additional evidence of 
the validity of using decentralized pack- 
age units to eliminate ducts and to 
afford great flexibility of operation. 
This mai ufacturing plant, the floor plan 
of which is shown (page 9), builds the 
heat pumps which it used. It also makes 
air conditioners and other similar prod- 
ucts. Fourteen units of varying cap- 
acity draw ground water from a com- 
mon supply and utilize it for heating 
or cooling by means of refrigeration 
units in each cabinet. A fan in each 
unit draws in cool air from the plant 
and either heats it (winter) or cools 
and de-humidifies it (summer). A ther- 
mostat in the return air plenum of 
each heat pump controls its operation. 
In warming the air in winter, ground 
water at about 50F is cooled to a lower 
temperature and wasted at a _ point 
remote from its source. In summer the 
air in the plant is drawn in, cooled and 
dehumidified. The ground water, not 
much above 50F is warmed in this proc- 
ess and wasted, together with the con- 
densed humidity from the units. Prior 
to disposal, this water floods the roof, 
reducing the heat-gain load. The under- 
ground water storage tank doubles as 
a fire reserve. 

Architecturally, this is a very clean 
solution. Except for a limited duct 
system at the unit near the executive 
suite, there is not a duct in the plant. 
Units in the three large offices are 
sized to accommodate these rooms. In 
the manufacturing space, 10 heat pumps 
serve the general needs of this area. 
Air is drawn in at mid-height and dis- 
charged upward toward the ceiling with 
sufficient spread to blanket the whole 
room including the three foot strip 
window that circles the plant. Throws 
of 50 ft or more are handled with no 
discomfort to office or plant personnel. 
No discomfort is reported by stenog- 
raphers who sit close to return grills. 
Sound due to air flow or compressor 
operation is not disturbing. Two pipes 
disappearing into the floor and one elec- 


tric conduit from above are the only 
service to each heat pump. 

As the sun circles the plant in sum- 
mer, the various units turn on to ab- 
sorb the local load. Conversely, in 
winter the units away from the sun 
will operate. Extremely close regula- 
tion of temperature is possible in both 
seasons, because of the inherent zoning 
qualities of this plan. Operating econ- 
omies are obvious, due to the fact that 
all excessive “carry-over” heating or 
cooling is curtailed at once. The plant 
has no cellar, crawl space, pit, pent- 
house, stack, or roof structure. It is 
indeed an almost-perfect for 
the purpose it serves. At last, the heat- 
ing and cooling plant does not “stick 
out” or control the shape and size of the 
building. A saving of $40,000 was ef- 
fected in the elimination of ductwork 
and it is estimated that both the install- 
ation cost and operating expenses are 
less than using any other method of 
heating and air conditioning. 


solution 


critique 


It is suggested that the units, instead 
of standing on the floor, might hang flat 
below the ceiling. This would require a 
slight re-design of this particular heat 
pump. No addition of fresh air was 
planned in this operation. This is satis- 
factory for this plant, but fresh air 
might be desirable in other processes 
involving odors, and in offices more con- 
gested than those of the American Coils 
Company. Water is a great need. Here 
350 gpm are available to aid in removing 
heat at a rate of 1,470,000 Btu/hr in 
summer and supplying 2,000,000 in 
winter. Obviously there are locations 
where this water rate might not be 
available. Water with an acid reaction 
or containing hardness must be treated. 
The company can provide special alloy 
coils, but water analysis and possible 
treatment are indicated. The fixed rela- 
tionship of summer/winter output in a 
heat pump might affect somewhat the 
design of the structure whose ratio of 
heat loss to heat gain must resemble 
those characteristics of the heat pump. 
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MODERN 
OFFICE 
BUILDING 
HIGHLIGHTS 
VERSATILITY 


or... ALUMINUM CURTAIN WALLS BY 


CcCUPPLES 


OLD ORCHARD 
PROFESSIONAL BUILDING 
Skokie, Illinois 


Loeb!, Schlossmon & Bennett, 
Architects, Chicago 


nland Construction Compony, 


Contractor, Chicago 


Here's another excellent example of how effectively aluminum curtain walls meet contemporary 
construction requirements. 


Curtain wall consists of tubular vertical mullions, and horizontal! tubes at head and sill of the windows and 
porcelain panels. No frame is needed for the panels. Cupples’ custom-made tophung in-swinging windows, 
double weatherstripped, are used throughout. 


On some elevations are long runs of Cupples’ windows with head trim and sub-sill. The sub-sill is a 
semi-tube to provide a track for a sliding plate with cleaner anchor attached. Window washer stands on 
concrete canopy beneath windows. 


Cupples’ dominance in sound, economical curtain wall design, construction and erection keeps pace with 
its leadership in the fabrication of aluminum windows, doors, ornamental products and Alumi-Coustic 
grid systems. Our catalogs are filed in Sweet's 


PRODUCTS CORPORATION 


2660 South Hanley Road « St. Lovis 17, Mo 
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Schematic plan of American Coils Company's 
plant, Farmingdale, N. J., indicates loca- 
tions of 14 heat pumps of varying capacity 
which draw ground water from common sup- 
ply to utilize it for heating or cooling. 
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Mechanical Engineering Critique 


Engineering design, in this case very 
effectively done by the company’s own 
engineers, will need to be developed in 
areas where the heat pump is not yet 
understood. 


possibilities 


The great success of this installation 
and the usefulness that this system may 
demonstrate to others—together with 
the shortcomings already mentioned— 
have prompted Michael Parcaro, presi- 
dent of American Coils Company, to 
look into the future. He states that his 
company will not sell the heat pump 
where water difficulties are insurmount- 
able, but foresees great use of the 
water-to-air principle in most areas of 


Joseph A. 


the United States, where water is plen- 
tiful and neutral in reaction. Neither 
will he permit the use of the product 
where engineering services are not pro- 
vided to insure that it will operate cor- 
rectly. In this, he feels that the utility 
companies which will benefit by the 
extra power consumed might bear part 
of the burden of education for proper 
design. The water-to-air heat pump can 
compete with oil heating plus air condi- 
tioning wherever electricity is less than 
two cents per kwhr and where oil costs 
16 cents per gal. 

Architect for the new building was 
Tischler, Paterson, New 
Jersey. Engineering was by American 
Coils Company. 
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>. \\ modern Marla cooling towers 


and evaporative condensers are ALL METAL... 


\ 

¢ Quiet Operating—with no disturbing roars or heavy vibrations. Precisely balanced 
fans, heavy metal construction, tight assembly and mastic interior coating 
combine to assure smooth operation with a minimum of noise. 

e Long Lasting—built of quality materials down to the smallest screws and bolts. 
Mastic coating and “Lektro-Tektor”’ bar in sump tank fight off corrosion, 
add years of service to the unit. 

e Compact and Unobtrusive—for out-of-sight installation in the smallest possible 
space. Can be installed indoors or outdoors. 


Write today for information on these and other air conditioning and heat transfer units in the 
complete Marlo line of quality equipment. 


SEE OUR BULLETIN IN SWEET'S 


MARLO coil co. 


SAINT LOUIS 10, MISSOURI 
Quality Air Conditioning and Heat Transfer Equipment Since 1925 
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Firm Specifications by Kenneth M. Wilson* 


P/A Office Practice discussion ex- 
tracted from a speech made at a 
joint Producers Council and CSI 
Convention meeting in Washington, 


D.C., May 13, 1957. 


Seven years ago, our firm, having had 
every kind of specification trouble im- 
aginable, decided to tighten up on its 
specifications. We eliminated the con- 
troversial “or equal” clause, and named 
specifically the products we envisioned 
for any given project, following the 
“base bid, alternate” procedure which, 
five years later, was recommended and 
endorsed by the American Institute of 
Architects. We knew that we could not 
possibly keep abreast of every new 
product that came on the market. We 
knew, too, that our clients were aware 
of that fact, but that they did look to 
us to use our best judgment and to 
specify products in which we had confi- 
dence, even though it was entirely pos- 
sible that a better product might have 
been available at the time. We were 
particularly careful to utilize only the 
products of firms whose honesty and 
integrity were above reproach. We com- 
bined this tight specification with ex- 
ceptionally sharp, well detailed draw- 
ings, and followed up the construction 
work very closely, at what appeared to 
be a considerable expense to ourselves. 
We also found a number of errors in 
our own work, and since we had such 
tight specifications, we had no alterna- 
tive but to foot the bill for the correc- 
tion of our own mistakes. To say that 
we were the objects of criticism for our 
actions is the understatement of the 
century! We were accused of every- 
thing from collusion, taking kick-backs 
from the favored few, down to outright 
bribery. The one gleam of light in an 
otherwise unhappy situation was that 
we were getting the kind of a building 
we had designed. After our reputation 
for sharp drawings and clear, tight 
specifications was established, we found 
that our cost of field supervision 
dropped to a fraction of what it had 
been. We also avoided a good many 


*Chief, Electrical and Mechanical Engineering 
Division, E. F. Klinger & Associates, Inc., 
Architects-Engineers, Eau Claire, Wis. 


unpleasant arguments with contractors 
and owners alike, about what was or 
was not covered or approved in the 
contract documents. 

After about two years of this so- 
called arbitrary attitude on specifica- 
tions, we found that contractors were 
bidding our work on a much closer 
margin, and that they felt no addi- 
tional risk in so doing, because of the 
clarity of our drawings and specifica- 
tions. Manufacturers, too, made their 
contribution. They knew that they had 
one chance to bid our work. They had 
to be in line, pricewise, on their first 
quote, or someone would beat them on 
an alternate. Suddenly they woke up to 
the fact that after bids were in, the 
contractor no longer controlled the job, 
and price cutting after bids were re- 
ceived was to no avail. Therefore they 
bid closer on their first quotation. The 
price that goes into a contractor’s bid 
is based on the prices he receives while 
he is assembling his bid. A price cut 
after the bids are in does not help an 
owner, as his price is fixed by a bid. 

During seven years of practicing 
with tight specifications, we have proved 
conclusively to ourselves and to our 
clients that tight specifications, com- 
bined with clean, sharp, well detailed 
drawings are worth from $1.50 to $2.00 
per square foot of floor area on build- 
ings in the $10 to $20 per square foot 
range. We are firmly convinced that 
the biggest contribution that the design 
professions can make toward the con- 
trol of ever-increasing prices is to 
tighten up on their specifications and 
clean up their drawings, and combine 
these actions with competent and full 
field supervision of contractors. 

One cannot enter into a study of 
specifications and their reception by the 
various segments of the construction 
industry, without recognizing that the 
specifications that we write are like a 
mirror. In them can be every 
strength we possess and, with equal 
clarity, our weaknesses too. They bring 
to the cold light of day, self-confidence 
or the lack of it. They cry out the re- 
lationship that exists between architect 
and engineer, between the design pro- 
fessions and their clients, contractors, 
and manufacturers. They focus atten- 
tion on the failings of our institutions 


seen 


of higher learning to whom we look for 
the engineers and architects of tomor- 
row. The day is now past when any 
architect, engineer, or technician can 
do more than have a speaking acquaint- 
ance with more than a few of the com- 
plexities of science that go into today’s 
modern building. 

Clients come to architects and they 
come to engineers for the same reason 
that you or I go to our attorney or our 
physician; namely to have done for 
them the things that they are incapable 
of doing for themselves. Clients want 
and need our wise counsel; they want 
our opinions; they want our frank ex- 
pressions of preference if we have any. 
Our clients are not particularly inter- 
ested in the basis of our opinions or our 
preferences, so long as they are honest. 
We are highly skilled men; we try to 
assure our clients that we are proficient 
in our own field. Our client wants to 
accept that fact without qualifications. 
He is not particularly interested in 
whether we are theoretically unfair to 
one supplier or to another. He is inter- 
ested in our protecting his interests and 
he is interested in our protecting his 
dollars, and he pays us a fee to do just 
exactly that. If we fail to make the 
decisions that he pays us to make, and 
if we fail to make them with firmness 
and authority, then on what do we 
justify our fee? If we put out a draw- 
ing or a specification that is not clear, 
that is full of indecision, that is full 
of what the trade calls murder clauses, 
if it is pointed at defending the con- 
sultant or the specifications v riter 
against charges of partiality or unfair- 
ness, then how can a client help won- 
dering if the consultant is confident 
of his own ability? Our clients cannot 
fail to wonder if the consultant he has 
selected is really sure of his own hon- 
esty and his own integrity, for if he 
were, there would be no need for all of 
these paper safeguards. We must ap- 
proach our work with supreme confi- 
dence in our own ability, with complete 
faith in our own integrity. We must 
reflect these characteristics in firmness 
and decisiveness in our specifications 
and in our actions. We will then make 
our just contribution to the goal of 
giving our clients a dollar’s worth of 
value for a dollar spent. 
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FORD MOTOR COMPANY'S NEW LINCOLN ASSEMBLY PLANT USES 38 
LARGE CRAWFORD MARVEL-LIFT INDUSTRIAL DOORS—with remote 


control or automatic control by the vehicies using them 


JOB DATA 

Client 

Lincoln Division, 

Ford Motor Company 


PROJECT 

Lincoln Division Final Assembly, 
Body Painting and Finishing Plant, 
Novi, Michigan. 


ARCHITECTS & ENGINEERS 
Smith-Hinchman & Grylls, Inc., 
Detroit 


CONTRACTOR 
W. E. Wood Company, 
Detroit. 


The new Lincoln Assembly Plant at Novi, Michigan covers approxi- 
mately 27 acres and has a maximum height of 60 feet. Construction is 
precast concrete panels and aluminum panels clipped to structural 
steel framing members. A total of 38 Crawford Marvel-Lift Industrial 
Doors are used, all with quarter-inch clear wire glass in Section 3 
and with rubber astragal on the bottom rail. All doors are equipped 
with operators. The twelve doors shown above are 24'0” x 14’0" 
and are on the loading dock which accommodates all incoming 
truck-delivered materials. These are operated by remote controls. 

Sixteen other doors are automatically controlled by the vehicles 
using them. Inbound vehicles pass over a rubber treadle in the con- 
crete apron actuating an electric operator which opens the door; the 
door remains full open while the vehicle breaks and then clears an 
electric eye immediately inside the door opening; an adjustable tim- 
ing device then closes the door. A vehicle following immediately 
automatically causes the door to hold full open until it also has 
cleared. Outbound vehicles reverse this process. Doors are equipped 
for chain hoist operation in case of power failure. 

If you have a door project or problem we'll welcome your inquiry 
and it will get quick, intelligent attention. Architects, write for a 


CRAWFORD DOORS complete file of Crawford literature. Crawford Door Company, 
sold and installed by 205-20263 Hoover Road, Detroit 5, Michigan. 
Crawford Door Sales Company 
of Detroit. Crawford Door Company has plants in 10 cities in the U. S.; 
— ee we warehouses in 110 cities; Sales and Service everywhere. 
In Canada, F. Fentiman & Sons, Ltd., Ottawa, Ontario. 





CRAWFORD MARVEL-LIFT INDUSTRIAL DOORS 


Wood and Steel . . . All types of control including full automatic . . . for all types of industrial buildings 
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planning or star-gazing? 

Dear Editor: I have read Prof. L. 
Hilberseimer’s The Nature of Cities, 
reviewed so voluminously in APRIL 
1957 P/A, and have to disagree with 
the reviewer, Robert C. Weinberg, 
on what appear to be his main criti- 
cisms. 

The reviewer states that Pro- 
fessor Hilberseimer’s “pattern of 
industry, residence, and transpor- 
tation” are imposed as a (1) form 
concept, (2) without regard to 
topography, and (3) insinuates that 
these are unrealistic “star-gazing” 
schemes. 

First, Professor Hilberseimer’s 
settlement units are not form con- 
cepts, but, as the book shows, the 
result of the relationship of trans- 
portation, industry, residence, and 
schools, with the desirable goals of 
sunlight and pedestrian safety. 

Second, in the specific plans, such 
as for Chicago and Washington, the 
streets within the settlement units 
are resultant, for reasons of practi- 
cality, from existing streets and 
utilities, which is the reason that 
they do or do not follow the topo- 
graphical contour. The new arteries 
are shown to follow these contours. 

I think that this method of work- 
ing from the existing city patterns 
answers the “practical” aspects of 
Professor Hilberseimer’s planning. 
In due respect to the reviewer, the 
concepts themselves, we agree, are 
desirable. 

It appears to me that the reviewer 
either did not understand the third 
part of the book, or was against the 


idea beforehand. 


EDMOND N. ZISOOK 
Chicago, Ill. 


Dear Editor: Robert C. Weinberg’s 
review of The Nature of Cities, in 
the April issue of PROGRESSIVE 


ARCHITECTURE, is uninformed and in 
consequence unfair. 

The reviewer does not seem to 
know that the Hilberseimer pro- 
posals are diagrams, illustrating 
planning principles. He was having 
a field day: any resemblance to the 
book is purely coincidental. 

The reviewer accuses the diagrams 
of being regimented, presuming that 
they are meant as actual cities. Yet 
the diagrams are plain enough to 
anyone who reads the book. Thus on 
page 276: “They are abstractions 
only; and abstract cities and regions 
do not exist. Until they are put to 
use, the elements we have developed 
and their manifold possibilities of 
combination must remain in the 
realm of theory. Such theory pro- 
vides the necessary starting point 
for the discovery of sound methods 
of work. Our purpose has been to 
encourage discussion about’ the 
planning problems we must face. 
Understanding of a problem and its 
implications is always prerequisite 
to any accomplishment. Only when 
we have reached this understanding 
can the real work of planning begin. 
The applications of our principles 
will then be modified by reality. For 
planning is not an abstract task. It 
is the fulfillment of human needs, the 
realization of human aims.” 

Curiously unaware of the book, 
the reviewer could not make the 
moderate leap from the abstraction 
of a diagram to an imagined actual- 
ity. Hence the error in supposing 
the suggestions represent an imposed 
formalism. On the contrary, the 
diagrams represent a natural and 
organic development of cities based 
on real human needs: sunlight, gar- 
dens and parks, the proper relation 
of residential areas to industrial 
areas, safe streets, and the solution 


(Continued on page 14) 
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This free booklet, newly developed by the Frederick Post Company through the co-operation 


of leading engineers and draftsmen, heute 59 shortcuts to speed drafting and computation work 


ideas for increasing 
drafting and engineering 
efficiency 

Post went to leading engineers and 
draftsmen and asked them what tech- 
niques they use to save time without 
sacrificing precision in their work. From 
the many interesting tips and drafting 
shortcuts suggested, a total of 59 have 
been compiled into one handy booklet 
called “Time Saving Tips for the Drafts- 
man and Engineer.” 

Clearly written and well illustrated, this 
booklet shows new approaches to old 
problems. The section on CALCULATING 
IDEAS contains 10 tips including easy 
ways of “Remembering the Signs of Trig 
Functions,” “Dividing a Circle Into 
Parts,” and “Locating Decimal Points.” 


“— 


One of 22 Drafting Shortcuts 






Here is what seems to be the fastest and 
easiest method of constructing an ap- 
proximate ellipse: (1) Draw a line at 15° 
to major axis as shown. (2) Draw a line 
at 30° to minor axis as shown. (3) Draw 
a line at 60° to line #2 through inter- 
section of lines #1 and #2. (4) Draw 
Are Ri from point P;. (5) Draw Arc Ro 
from point Poe. 


9 tips in Engineering Data Section 
Easy-to-use, practical shortcuts to for- 
mulas and other engineering data are 
featured in this section. Two of these 
time savers are faster methods of “Deter- 
mining Gear Inertia” and “Interpolating 
Between Family of Curves.” 


One of 18 Board Timesavers 


Fairly often when drafting it becomes 
necessary to change a solid line to a 
dotted line. By placing a series of holes 
in an erasing shield, as shown, it is pos- 
sible to make the conversion simply by 
erasing through the holes. 
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For your free copy of “Time Saving Tips 
for the Draftsman and Engineer,” con- 
tact your Post dealer or write today to 
the Reader Service Division of Frederick 
Post Company, 3642 N. Avondale Avenue, 
Chicago 18. 





SENSITIZED PAPERS & CLOTHS © TRACING & DRAWING MEDIUMS @ DRAWING INSTRUMENTS & SLIDE RULES 


ENGINEERING EQUIPMENT & DRAFTING SUPPLIES © FIELD EQUIPMENT 


& DRAFTING FURNITURE 
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of traffic problems. It is rather the 
existing city today which is “regi- 
mented”’—a veritable strait jacket 

and all because these human needs 


have been ignored. Therefore the 
fond and plaintive escape to the 
suburbs. 

The comment that Hilberseimer 


did not learn from criticism of his 
earlier book is amusing! Principles 
still remain principles; problems still 
remain problems, regardless of how 
many persons at the moment are 
pleased or displeased, when they are 
The truth is not decided by 
counting Pasteur’s germs 
were still germs, even when no one 
believed they existed. The germ 
theory seemed as “far fetched” to the 
doctors of the day as Hilberseimer’s 
diagram of Chicago seems to the re- 
The popular epithets—dear 
“wacky,” 


stated. 
noses. 


viewer. 
to heart of the mass man 
“long haired,” “star gazing, 
Tower” make the reviewer, I sup- 
pose, seem by contrast a sound and 


” 4 


Ivory 


practical fellow. 

Hilberseimer, it develops, is one of 
the misguided Europeans who have 
come here in the last two decades. 
As for that never look a gift horse 
in the mouth. Hitler bled his country 
white. His tyranny, in the process, 
unwittingly bestowed upon America 
the finest minds of Europe. In so 
many fields, indeed from Einstein to 
Mies, America received like a legacy 
that excellence which neither dic- 
tatorships nor mediocrity ever want 
or need. 


ALFRED CALDWELL 
Chicago, Ill. 





In reviewing Dr. Hilberseimer’s 
book, The Nature of Cities, in the 
April issue of PROGRESSIVE ARCHI- 
TECTURE, I leaned over backward to 
give the author credit for his sound 
reasoning and for setting forth, so 
dramatically, his carefully worked- 
out concepts of an ideal city to which 
further attention in 
I also commented on the 


Caldwell calls 
his letter. 


(Continued on page 16) 






























Schoolrooms should have ceilings! Schoolrooms can have 
fine, handsome acoustical ceilings free, when the school 
is roof-decked with Insulrock slabs. 


Insulrock Building Slabs provide an exposed acoustical 
ceiling without a penny of extra cost. 


Insulrock Slabs, laid easily, fast, and permanently as roof 
decking on steel, wood, or concrete framing, make a 
tough, strong, incombustible, insulated roof decking for 
all-weather protection. 


The other side—the side of the Insulrock Slabs seen from 
inside the schoolrooms—makes a random-texture, good- 
looking acoustical ceiling... 

Off-white, reflecting more light, reducing illumination 
costs . . . sound-absorbing, trapping up to 80% of effi- 
ciency-robbing room noises that reach the thousands of 
air pockets honeycombing the tightly packed wood fibers 
pressure-bonded with portland cement to form Insulrock 
Building Slabs. 

One material, one operation, two jobs! 

Insulrock insures other economies, too. It can be applied 
all year. It’s easy to handle. Its savings stretch school dol- 


lars and provide schoolroom expansion without expan- 
sion of building budgets. 


INSULROCK COMPANY 
Saies Office: EAST RUTHERFORD 
NEW JERSEY 

Piants: LINDEN, NEW JERSEY 


RICHMOND, VIRGINIA 


NORTH JUDSON 
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fact that Professor Hilberseimer’s 
precepts and diagrams, being ab- 
stractions, cannot be regarded as 
applicable cures for the ills of living 
cities, unless there is some over-all 
force majeure available to put them 
into effect. 

It is here that I must take issue 





e 
ANOTHER Design ACHIEVEMENT 


with Caldwell, as well as with Pro- 
fessor Hilberseimer. In this country, 
as well as in Britain and other lands 
with strong democratic political tra- 
ditions, plans affecting people’s lives 
and properties are not made by 
“modifying” the ideal concepts of a 


paternalistic planner to meet the 











Another HAWS product of modern 
styling is now available for free adap- 


tation to your architectural designing. 
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Finished in gleaming white vitreous china, 
Model 1505 is securely mounted with cast 


wall bracket. 


ALL of the dependable sanitation features long associated 


with HAWS Drinking Fountains are included: Angle-stream, anti- 


squirt fountain head is raised and shielded; Head of chrome plated 


brass is vandal-proof mounted to bowl; Water pressure is automat- 


ically controlled through self-closing valve. This model conforms to 


government specifications for cantonment-type drinking fountains. 








The new 72-page HAWS Catalog is out! f : 

It describes Model 1505 and all of the latest designs f lay 

in HAWS Drinking Fountains, Electric Water Coolers, 

Eye-Wash Fountains, and KRAMER Flush Valves. 
If you haven't already received 
your copy, write today! 
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1443 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 






“realities” of actual conditions, 
whether technical or political. Plan- 
ning must, rather, be built from the 
bottom up, securely based on what 
the community itself wants and on 
where it now stands—guided to an 
orderly pattern, out of these often 
inchoate and conflicting popular 
wishes, by the skill and imagination 
of the planner. 

Planning is not and never can be a 
pure science like that of medicine. 
Its truths cannot be discovered, re- 
vealed from on high and grudgingly 
allowed to be modified in the face of 
“reality,” (whether the high priest 
calls himself H. Hilberseimer or R. 
Moses: they are but two sides of the 
same coin!). The planners’ work, on 
the contrary, is essentially a social 
art, informed by sympathy and un- 
derstanding of what actual commu- 
nities are and what particular groups 
of people want; an art fortified by 
taste, sensitivity, and by the techni- 
cal skill and knowledge which the 
broad training of our modern plan- 
ning curricula is designed to provide. 

If I appear to have disagreed, as 
Zisook says (above), with Professor 
Hilberseimer’s basic concepts, or 
with his logical conclusions as he 
draws them from the point of view 
of classroom and study, I certainly 
failed to make myself clear in the 
review. My point was, and is, that 
as a guide for practicing professional 
planners, the book fails to bridge the 
gap between abstraction and reality. 

I believe my reading of all of Pro- 
fessor Hilberseimer’s published 
works has been as thorough as the 
next man’s. This does not mean, 
however, that his own students, who 
have had the privilege of hearing 
him lecture, may not be better com- 
mentators on his teachings. In this 
connection, introducing a review of 
the book by one of these students, 
which was published in the Winter, 
1957, issue of Journal of the Ameri- 
can Institute of Planners, I said, edi- 
torially: 

“Prof. Hilberseimer’s latest book con- 
tinues, in the vein of his previous pub- 
lications, theories and methods of pres- 


entation of planning problems which 
have been regarded by many Institute 


(Continued on page 20) 
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SPICE, by Hanley Duramic gives the Westminster Building in New York City a 
quiet dignity with understated vitality and excitement. Created for 

inventive architecture, Spice, Hanley Duramic 337, is a unique 

Pearl White with Brown light speck. It adds 

dramatic simplicity to contemporary and H ANI " EYyV 
traditional design; it opens new dimensions 

of color and texture. As with all Hanley Duramics, 

striking beauty and individuality are burned into the building 

strength of quality brick. For full information 

call or write your nearest Hanley office for the architectural 

file on Hanley Duramic Brick and Tile. 
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bright future 


Buildings constructed and decorated with Stainless Steel 

are cleaner, more attractive places to work and live. When you re 
planning a building . . . design it, improve it and protect 

it with McLOUTH STAINLESS STEEL. 


specify 


Mc LouTH STAINLESS STEE 
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for architecture 


dy McLouTH STEEL CoRPORATION DETROIT, MICHIGAN 


MANUFACTURERS OF STAINLESS AND CARBON STEELS 
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Design for Summer Pavilion by Worley K. Wong, A.I.A. & John Carden Campbell 


"A CERAMIC TILED SUMMER PAVILION... BEAUTIFUL 


... PRACTICAL... EASILY MAINTAIN 


Campbell & Wong took time-tested ceramic tile applications 
and added the vital elements of superior design. Result 
a graceful summer pavilion for casual outdoor living. 

This same imaginative beauty can be utilized in countless 
other designs for today’s trend to outdoor patio living. Life- 
time ceramic tile is the ideal material: it’s proof against sun, 
rain, fire and foot traffic. 

Inside the home, too, more and more architects and 
builders are taking advantage of tile’s unique design potential 
and long-range economy—in baths, kitchens, laundries, 


—— 


utility rooms, recreation rooms and foyers. Tile is the most 
work-free material on the market. It eliminates the need for 
waxing, painting or any other refinishing 

Remember ceramic tile in your next residential, institu 
tional or commercial project. It is produced in a myriad of 
colors, shapes, sizes and surface textures—the widest range 
of any surfacing material. Today’s modern lower cost ad- 
hesive installation techniques are giving ceramic tile wider 
application than ever. Ask your ceramic tile contractor to 


tell you more about these new methods. 


Moder Sie 47 CERAMIC 





TILE COUNCIL OF AMERICA, IN C.,, 800 Second Avenue New York 17, New York 
Room 933, 727 West Seventh Street, Los Angeles 14, California * Room 220, 3409 Ocak Lawn Avenue, Dallas, Texas 
Participating Companies: American Encaustic Tiling Co., Inc. + Atlantic Tile Mfg. Co. « Cambridge Tile Mfg. Co. * Carlyle Tile Co 
General Tile Co. « Gladding, McBean & Co. * Jordan Tile Mfg. Co. * Lone Star Ceramics Co. * Monarch Tile Mfg. inc. * Mosaic 
Tile Co. * Murray Tile Co., Inc. * National Tile & Mfg. Co. * Olean Tile Co. * Pacific Tile and Porcelain Co. * Pomona Tile Mfg. Co 


lile 


Ridgeway Tile Co. * Robertson Mfg. Co. * Royal Tile Mfg. Co. * Sparta Ceramic Co. * Stylon Corp.+ Stylon Southern Corp 


Summitville Tiles. Inc * Texeramics, inc. * United States Ceramic Tile Co 


Wenczel Tile Co. * Winburn Tile Mfg. Co 
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member and others concerned with 


contemporary planning problem 
ing so far removed from practical real 
ity as not to merit the serious consider 


as be 


ation which they probably deserve. The 


Journal is fortunate, therefore, in hav- 
from one of Prof. Hilber 
seimer’s students an 
his recent book written from the point 
of close association and under- 


ing received 


own 


of view 
tanding of the author’s teachings. 
ROBERT ¢ 


analysis of 


WEINBERG 


roofing problems 
Dear Editor: I read with interest the 
late Ben John Small’s article on roof- 
failures some months and 


like to 
thorough 


ing ago, 


would compliment you on 
and 
Roofing, a field 


pocket- 


some very research 


sound conclusions. 


quite near my heart (and 


book), has needed for many years a 





THE BUILDING STONE 
THAT MADE 
THE FACE OF AMERICA 


INDIANA LIMESTONE lends its beauty and 


permanence to buildings throughout America. 


Every architectural style has its outstanding examples 


of the use of Indiana Limestone. The Pentagon, 


Empire State Building and Prudential’s Mid-America 


Building serve to illustrate the ever-new 


versatility of this material so highly valued for its 


distinctive appearance and almost complete 


freedom from maintenance. 





INDIANA LIMESTONE 
INSTITUTE 


BEDFORD, INDIANA 


Dept. PA-87 


Founded 1932 as a service organization 


Architecture 


for the architect and contractor 








new product which can eliminate the 
problems that occur in today’s built- 
up roofing. While most other forms 
of construction have improved their 
designs, products, application tech- 
niques, and the like, the roofing in- 
dustry (as a whole) has remained 
complacent. 

Major petroleum manufacturers 
are striving to better their bitumen 
by offering new products with longer 
life and better weathering features, 
but the felt industry in general has 
their felts. 


realized, 


remained dormant with 


The 


howeve - 


manufacturers have 
that 


porosity) of 


perforation (to give 


better their products 
tends to better monolithic roofs. 

As you may know, I'm a sales rep- 
resentative of a company entering 
field 


For me to tell 


the built-up roofing Owens- 


Corning Fiberglas. 
you that our new products, Perma- 
Ply No. 6, and Base Sheet, will end 
all problems that could possibly occur 
on a root would be misleading and 
totally untrue. My company entered 
this field primarily because we felt, 
and still feel that the inherent quali- 


ties of glass eliminate, or reduce 
greatly the many causes for roof 
failures. Let me break this down 


further. 

I. The basic use and need for a 
roof is to protect the contents be- 
neath the roofing structure. 

II. The prime function of roofing, 
is to protect the 
the 
and to create a 
building. Let me add here that it is 
not the felts or slag that waterproof 
a building, it is the bitumen that 
does the work. The felts merely hold 
the the rein- 
force that bitumen—similar to rein- 
“Rag” felts being 
organic, wick moisture into the roof- 


“built-up roofing,” 


roof proper from various ele- 


ments watertight 


bitumen on roof and 


forced concrete. 


ing as well as wicking out the vola- 
tile oils of the bitumen which are the 
life of the waterproofing. 

Ill In his 
tioned various types of failures 


article, Small men- 
me- 
chanical, construction, and blistering. 
We believe that the bonding roofing 
manufacturers can control the latter 
two Mechanical failure (ex- 


cess traffic, heavy equipment) 


types. 
is a 


(Continued on page 238) 











where the dominant word for elevators is OTIS 


in the West is silh« tted against the spectacular 


ier. It symbolizes a growth based upon a 
: of true values. 64% of Seatile’s clevator installations 


are by OTIS—the originator of every important elevator development. As 
OoTIs ELEVATOR 
value le COMPANY 


always, pr ess is expected of the leader. Outstanding 


OTIS the accepted word for elevator quality in the cities of the world. 


Eievators + Escalators 


Ele 





tronic® or Attendant-Operated Passenger 
Elevator Modernization and Maintenance 
is the maker of Baker Gas and Elect 


Automatic Auto 
Freight Elevators + Dumbwaiters 
The Baker-Raulang Company, an Otis subsidiary 








Want a door that’s ma/ntenance-free ? 


BE SURE IVS STAINLESS STEEL! 


With the exception of laboratory curiosities, 
there is no commercially available metal that can 
equal the unique combination of corrosion resist 
ance and strength provided by Stainless Steel 
That’s why it is so widely used for chemical plant 
equipment, for high-temperature aircraft engine 
service anywhere, in fact, where the ultimate 
in hard service is required 

You can buy entranceway doors made from this 
ame miracle metal 

Stainless Steel doors have unequalled resistance 
to corrosive floor-cleaning solutions. They cannot 


be equalled for their surface hardness: in other 
words, their ability to resist physical abuse and 
denting. No other type of door is easier to fabri 
cate; the manufacturer can weld Stainless Steel 
and get solid, sag-proof joints. Ordinary soap and 
water will keep a Stainless Steel door clean, and 
will have no effect on the gleaming surface 

Stainless Steel doors cost a little more than 
other kinds of quality construction. But, in re 
turn, you can be sure of a door that stays smooth 
solid and bright throughout its long and useful 
life. 


USS STAINLESS STEEL 


UN ETED 


gh tee Fe we 





Plan your school with Vina-Lux floors. 
This modern vinyl-asbestos tile answers 
all the floor requirements of today’s edu- 
cational buildings. With the subtle styling 
of exclusive new Micromatic veining in 21 
light-reflecting colors, you'll discover 
unlimited design possibilities for more 
attractive and effective school interiors. 


“FLOOR-PLANNED” 





V-342, Capistrano 


Vina-Lux is tough and durable, too. It 
withstands the relentless tramp of feet — 
shrugs off muddy corridor foot traffic, cafe- 
teria grease, laboratory chemicals — and 
its smooth, tight surface keeps a fresher, 
cleaner look with minimum maintenance. 
Vina-Lux looks better — performs better. 
We'll gladly send you samples. 


AZROCK FLOOR PRODUCTS DIVISION 
UVALDE ROCK ASPHALT COMPANY 
524A Frost Bank Building * San Antonio, Texas 
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Architects: Lam Woo; 
Howerd D. Smith; Harry 
F. Reichord, Columbus, 


With the completion of this mammoth 
field house group, seating 15,000 
in the Arena and-3,000 in the Indoor 
Practice Building, Ohio State Univer- 
sity's indoor sports facilities rate with 
finest in nation. @ 1,273 squares of 
Overly Type B aluminum batten roofing 
were applied over a metal deck insulated 
with 2” of rigid insulation sandwiched 
between two layers of 30 lb. felt. Roof 
assembly has a U factor of .151. @ Arena 
roof presented extremely difficult me- 
fod st bob Cot. 0 MME Bete MBER Zolth a o) do) e)(-):/1- SB loll Ba 
barrel-shaped roofs meet at a center 
point, with a 22’ wide valley between, 
forming a groin vault construction. 
Everything had to be pattern cut. No 
true curves could be used, since 
each barrel slopes to a low point at 
front of each arch. @ This is Overly’s 
fifth field house roofing project — 


Ohio 


including three State Universities— 
testimony enough to the performance of 
Overly’s economical, permanently 
ict Lael -}9 s)dere) MMe itt be-bel(-\-.e MB cele) stile MES To 
tems. @ Write today for our new catalog 
8b-Ov with ‘streamlined specifications.’ 


OVERLY MANUFACTURING COMPANY 


GREENSBURG, PENNSYLVANIA 
LOS ANGELES 39, CALIFORNIA 
































BROADWAY SCHOOL 


Kruger & Fava— Archite 


Welter Kidde Contruter, Ale Youthful, lasting color 
| for generations to come 


No building material is more stimulating to creative design than 
Ceramic Veneer, the modern architectural terra cotta. Ll nmatched in 
versatility of form, color and texture, it fits into your plans for smart 
functional schools where color is used to keynote youth, generation 
after generation. You have full freedom in the selection of colors and 
textures because Federal Seaboard custom-makes every unit, large o1 
small—plain surfaces, sculpture, or decorative panels—to your precise 
specifications. Big-city grit and grime are resisted by the fire-hardened 
surface, which requires only simple soap-and-water washings for re- 
tention of original beauty. For interiors as well as exteriors, in schools 
and other public buildings, Ceramic Veneer is in a class by itself—for 
quality, appearance, permanence and price. Without charge we will 
gladly furnish construction cle tail. d ila. color samples, and ady ce on 


preliminary sketches involving use of Ceramic Veneer 


FEDERAL SEABOARD TERRA COTTA CORPORATION 
10 East 40th Street. New York 16, N. Y. ¢ Plant at Perth Amboy. N. J. 
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High School, Westminster, 5. C 
Architect: Harold Woodward 


Name 
Firm 
Address 


City, Zone, State 


Please send me the 16-page Handbook on the use of Wolmanized 


pressure-treated lumber in light and heavy construction 





Ee] vaine Preservative Dept., Koppers Company, Inc. 
1452 Koppers Building, Pittsburgh 19, Pennsylvania 
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DESIGN 
ete), fe) tier. a & 4 


WITH FULL 
FREEDOM 


Wolmanized 


i. 


PRESSURE-TREATED LUMBER 


Westminster High School was built for $7.69 per 
square foot by using contemporary design and mod- 
ern Wolmanized® pressure-treated timber products. 
Pressure-treated arches, posts, beams and decking 
afforded economical construction . . . a structure 
of decided aesthetic appeal. The glulam timber de- 
sign effected a $130,000 saving at a contract price of 
$393,893 for the building. 

If you are designing schools, churches and similar 
buildings—see for yourself how Wolmanized pressure- 
treated lumber can effect substantial savings with full 
design freedom, structural strength, permanency. 
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An L‘OF interview with 
R. C. Daly, President, 
GEORGE A. FULLER CO. 


Subject: 
CURTAIN 
WALLS 


Question: Out of your extensive experience 
~~ ' 

constructing thin, lightweight curtain walls, 
what would you say are their principal 


benefits to the building o 


Mr. Daly: First of all, additio 
Ihe thinner skin on the exterior makes 
possible to deliver more actual square f 
of floor space 

Second. the 
saving weight 
Hence, a saving in mo 


Third, the lare« 


curtain walls give greater expe 


window areas in modet 


daylight and vision, less s 
ment. Offices feel large 

Finally, the curtain wall buildin 
modern look that peopl like 
feel proud of. Yet the buildi: 
the sam Architects con 


Variations in design by use of different kinds 


I pl ISI! 


of skin materials, by use of color and texturs 
and by variations in emphasis « 


horizontal and vertical 


Question: Would vou sav. the 


tain wall building delivers more floo 


actually and psy¢ hologicall, for less mo 


Mr. Daly: Not nece wily tor | ss mo 


mean a less expensive uldine 


Virtually ntinuous window n aluminum and stee urtain 
walls are glazed with | F Thermopane insulating glass and 
plate giass. Mile High Center Arch ts: |. M. Pe 
& Ass ates (Webb & Knapp Genera 

Fuller Photograph by Ezra St 








Biue-green curtain walls, combining 
Thermopane with an outer light of 
Heat Absorbing Plate Glass in the 
windows and darker blue-green 
porcelain enameled panels, blend 
nto the wooded, rolling site of 
Wyeth Laboratories, Inc Radnor 
Pa. Architects: Skidmore, Owings & 
Merr General Contractor: George 
A. Fuller C Photo by Ezra Stoller 


given amount of floor space, but the skin materials chosen for aesthetic reasons may 
obviate the possible economy. To go to the extreme, gold spandrels would mean 
a very costly building 

Psyc hologically, curtain walls with large windows and low convectors beneath them 
make complete sense. Offices used to be built larger than they actually needed to be, 
to create the feeling of spaciousness. More windows with less floor space would have 
made them feel just as big 

Furthermore, an office like this is inflexible. Floor space is difficult to redivide when 
you have wide piers between windows. With virtually continuous modular windows, 
} >) 


interior partitions can be more easily changed at every 4’ 2” interval. 


Question: Would you care to say what the average cost of a curtain wall building 


runs today, per square foot ol floor space? 
Mr. Daly: In the first place, costs obviously will vary widely with locality and site 
conditions. But one could say that a representative income rental building of average 
proportions, in the 20 to 30-story class, ranges from $20 to $26 per square foot gross — 
without allowances for interior changes by tenants, financing costs and other variables 
But let me say, also, that if anyone were thinking of initial cost only, there wouldn't 
be many so-called metal-and-glass-clad buildings. Masonry and small windows would 
be cheaper in initial cost, cheaper to air condition. But the appeal of such a building 
doesn’t compare with skin-type construction having big windows which give occupants 
a greater sense of spaciousness, more daylight, a wide view, a modern feeling. These 
things, plus the flexibility of interior partitioning and modular efficiency, outweigh 
the initial cost consideration 


been 


Question: In what ways have curtain wall materials and erection methods 


improv ed in recent years? 


Mr. Daly: Many ways. Big advances have been made in the manner of treating ex- 
pansion and contraction of skin materials, of flashing spandrels to take care of minor 
leakages that were one of the growing pains. Excellent elastic-type calking compounds 
and long-life gasketing have been developed 

Another great advance lies in test-laboratory facilities that permit subjecting full- 
scale wall sections to rain and to wind pressures of 120 miles per hour to determine, in 
advance, their ability to withstand weather extremes of all kinds. Thus, we can modify 
them to correct faults. 


Question: What has been your experience with glass as a spandrel or facing material? 


Mr. Daly: We love it. Glass is not only less expensive than most other curtain wall 
materials, but also a very practical and satisfactory material to erect. We have seen no 


indication of fatigue in glass facings. No cracking. It is second to none when it comes 














fused 


glass 
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wall construction 


point that you 


Mr. Daly: The reduct 


That means Cariier ¢ 


cause they don't 
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metal skins. Erecti 
wind up the jo 


finish. In gene 
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L-O°-F GLASS FOR CURTAIN WALLS 










VITROLUX’ 










What could go better with windows than glass? This new color- 


fused, heat-strengthened polished plate glass for spandrels gives the 





whole facade a oneness of luster and maintenance-free beauty. To 





illustrate the effect, we laid out four colored samples plus a piece of 






clear plate glass (at top) and reflected a building in them. Notice the 






unity in the reflections. Vitrolux comes in 16 standard colors plus 






black and white. Standard maximum panel size: 48” x 84”. Special 






orders up to 60” x 84”. Thickness: 4" plus gj” minus 1g”. 






PARALLEL-O-PLATE’ 






To keep distorted reflections from spoiling the appearance of your 





building, use twin-ground Parallel-O-Plate Glass in the windows. It 






is the most distortion-free glass made in America because it is twin- 






ground. The glass in the two demonstration windows shown here is 






backed with black composition board to simulate the mirror effect 





of windows in a building. In the window at the left, glazed with 






Parallel-O-Plate, the reflections are mirror-perfect. In the other, glazed 





with sheet glass, note the distorted reflection. 






THERMOPANE’ 










For maximum comfort and for heating and air-conditioning economy, 


use 7hermopane insulating glass in windows. The heat loss that you 






would get through ordinary glass is cut almost in half. Drafts are 






reduced to increase comfort close to windows. 7hermopane even deadens 






outside noise that would distract building occupants. For maximum 






air-conditioning efficiency, specify Heat Absorbing Plate Glass in the 






outer pane. 7hermopane is available in over 100 standard sizes to fit 





most standard sash. 







HEAT ABSORBING PLATE GLASS 






The demonstration kit at the left can prove to you (right at your 





desk) how L-O-F Heat Absorbing Plate Glass reduces the glare and 






sun heat that would ordinarily pour into a building. While regular 






plate glass, 44” thick, transmits 79.9% of the total solar radiation, 
L‘O-F Heat Absorbing Plate Glass transmits only 46.3%. More 






comfort. Lower initial cost and lower operating costs for air condition- 






ing. Ask an L-O-F representative to demonstrate, with the Radiometer 





Kit, the effectiveness of Heat Absorbing Plate Glass. 


* For complete information 
on any of these L-O-F products, call your L-O-F 
Distributor or Dealer (listed under “‘Glass” in the 
yellow pages). Or write to Libbey-Owens:Ford 
Glass Company, 608 Madison Ave., Toledo 3, Ohio. 









FOR CURTAIN WALLS 


a 


LIBBEY-OWENS-FORD GLASS COMPANY 
TOLEDO 3, OHIO 








Wrought Iron 


HERE IS THE DIFFERENCE 


These are actual photographs of fractured pieces of 
wrought iron and steel. Photo at left shows how the 
fibrous structure of wrought iron differs from that of steel. 

Many thousands of glasslike iron silicate fibers en- 
trained in the pure base metal account for wrought 
iron’s unique structure. Duplicated in no other metal, 
this structural feature gives wrought iron its superior 
resistance to corrosion and fatigue stresses. 


While initial cost may be higher, case histories of 
countless applications prove wrought iron the most 
economical buy because it lasts so long in actual service. 
Ask the Byers Field Service Engineer to show you 
fractured pieces similar to those shown above. For 
further information write for our booklet, Piping for 
Permanence. A. M. Byers Company, Clark Building, 
Pittsburgh 22, Pennsylvania. 


BYERS Wrought Iron Tubular and Hot Rolled Products 


ALSO ELECTRIC FURNACE 


QUALITY STEEL PRODUCTS 


Corrosion costs you more than Wrought Iron 
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QUIET DIGNITY 


—----~--~---~-~-) 


< 


Much of the serene beauty and reverent atmosphere of the new 
sanctuary of the First Methodist Church, Midland, Michigan, is 
due to the floor of Armstrong Cork Tile. Beyond the appear- 
ance and underfoot quietness that were the prime reasons this 
floor was specified, its ease of maintenance is a plus factor. Ac 
cording to the church’s caretaker, Armstrong Cork Tile is easy 
to clean and requires waxing only occasionally. 


First Methodist Church, Midland, Michigan 
architect: Alden B. Dow, F.A.I.A. 









MODERN TEXTURE 


on aw aa om am oe —---------—--------p 


For their new offices, The Griffith Co., Architects, 
x 12” Armstrong Cork Tile. Its rich, 
large-particle texture is an ideal complement to 
the dominant wood tones of the interior. A dis- 
tinctive effect in perfect harmony with the inter- 
esting modern lines of the office was achieved 


chose 6” 















~ architect: Gerhard E. Karplus, A.I.A. 


with the use of the oblong tiles. 


Offices of The Griffith Co., Architects, 
Fort Dodge, lowa 


architect: Stanford Griffith 


NATURAL BEAUTY 


The rugged character of the sportsman’s world is 
reflected in the New York showroom of one of 
America’s largest makers of sportswear. To 
achieve an outdoor effect, important to the mer- 
chandising of the company’s products, the archi- 
tect specified sandblasted pine and flagstone—and 
a floor of Armstrong Cork Tile. 


White Stag Manufacturing Company Showrooms, 
New York City 


ARCHITECTS’ OFFICE... 


the flooring spec: Armstrong Cork Tile 






| ze 


Armstrong Cork Tile, a floor of classic 


usually large cork particles for a rich, deep-textured effect 


exceedingly comfortable and quiet underfoot. 


ish resists scuffing and simplifies maintenance. 


Tile is made in two shi ides, a variety of sizes, 


” o4se ” 


Ryo e””, 4e’”, and %e”. It may be 


on grade when installed according to Armstrong 


Armstrong makes all types of resilient floors 
therefore, unbiased recommendations can be 


made for every flooring need. For informa 
complete specifications, design 
call the Archi 


tectural-Builder Consultant in 


tion, samples, 
and color scheme assistance, 
your nearest 


Armstrong District Office or write direct to 


Floor 


Pennsylvania 


Armstrong Cork Company, Division 


808 Watson Street, Lancaster, 


Arm strong FLOORS 


Approximate Installed Prices per Sq. Ft. (Over concrete, minimum area 1000 sq. ft.) 


Linoleum, 
standard gauge 
Asphalt Tile, 
3/16” (C, 0) 
Linoleum, Va” 
(“Battleship”) 
Greaseproof 
Asphalt Tile 
Cork Tile, 3/32” 


Decoray ® » 

Linoleum Tile 
Asphalt Tile, 

Ve” (A, B,C, D 
Linoleum, 

light gauge 
Asphalt Tile 
3/16” (A, B) 


Corlon® 
(Sheet Viny 
Linoleum, Ve” 
Cork Tile, Ve” 
Excelon® Tile 


: be 








(Vinyl-Asbestos 
Ve” 





oe oe 


Rubber Tile, Ve” cus? 
Cork Tile, 3/16” 
Linotile® 
Lorion 
Hydrocord® 


Bach pa 
Linoleum 3/16 
(Cushion-Eze* Corlon 
Back** (Cushion-Eze 
Back 








beauty, is made 
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Rrendacong dD: . 
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with un 
It is 


A new plastic fin 
Armstrong Cork 
and four 


gauges 


used over suspe nded floors o 


specihcations 


1 
&, 
4 


ia 
Cc: 


Wa, fe 
Custom Vinyl Cork 
Tile 
moperial® 4) 
rion Tile 


*“TRADE-MARK 
**PATENT PENDING 
































NEW FLINT-HARD FINISKE 


BUILT-UP 
ROOF 





INSULATION 
BOARD 





GRANCO 
ROOF DECK 








FOR FAST, ECONOMICAL ROOF CONSTRUC.- Roof Deck often save 5¢ to 10¢ per sq. ft. over heavier type decks. 
TION any time of year, nothing tops a Granco Steel Roof Deck And now, to improve the system, Granco Roof Deck has been com- 
system. W eld sheets to structural framing. Apply insulationboardand _ pletely modernized. Check the exclusive new features on the facing 
built-up roof. That’s all there io ta fe! Serectanes de signed forGranco _ page. For more facts, see your nearest Granco representative. 
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LONGER SHEETS... FASTER PLACING. New 
Granco Roof Deck sheets are available in sizes up to 21% ft. long 
and cover up to 43 sq. ft. Greater length makes possible continu- 


2. PHOSPHATE 
COATING 


4. SECOND COAT 


TOUGH NEW FINISH STAYS ON. A thin phosphate 
coating, applied to clean sheets, protects metal and prepares it for 
painting. Then, rust-preventive battleship grey enamel is “flow coat- 
ed” over the metal for an even finish. Baked on at 400° F. for 20 
minutes, this durable flint-hard enamel adheres tightly, resists 
abrasion and chemical corrosion, protects metal years longer. 


Pius... 


@ Fire resistant for better insurance rates 


@ Also ideal for permanent wall panels, 
canopies, etc. 


@ Welded installations exceed maximum 
uplift-design requirements 


@ Available in 18, 20 and 22 gage 


@ Finish paint coat may be fieid- 
applied if desired 


@ Fiared ends for convenient nesting 


@ Creates a striking “paneled” ceiling All Specifications 


in accordance with 
METAL ROOF DECK 
TECHNICAL INSTITUTE 


ROOF DECK 


Provi® LTARDAED OF QuaciTT 


@ Maximum weight only 129 Ibs. 
per sheet (18 ga.) 


@ Twenty-year roofing bonds obtainable 
with 1” insulation board 


GRANCO* STEEL PRODUCTS CO. 


A Subsidiary of GRANITE CITY STEEL CO. 
6506 North Broadway, St. Louis 15, Missouri 
EXECUTIVE OFFICES: Granite City, Illinois 


DISTRICT OFFICES: St. Louis 
Kansas City « Cincinnati « Dallas 
Houston « Chicago «+ Minneapolis 

Atlanta « San Francisco 


Distributors in 80 Principal Cities 


See our catalogs in Sweet's Architectural and Industrial Construction Files 





ous spans for stronger, more economical construction. Also means 
faster placing, more area covered per sheet, fewer laps and welds. 
New roof deck sheets cover 24 inches, easily adapt to all roof sizes. 


STRONGER ...SPANS GREATER DISTANCE. 
Improved angular pattern with wider rib opening makes more 
effective use of steel, gives greater strength. This efficient new 
pattern helps sheets support wheelbarrows, welding machines and 
other heavy construction loads without bending or buckling. Wide 
rib openings also mean faster, easier plug welding from above. 


FREE Technical Manual! Mail Coupon! 


New booklet describes and illustrates advantages 
of roof deck system and new features of Granco 
Roof Deck. Gives load tables, specifications, instal 
lation instructions and special engineering details 
on constructing eaves, hips, valleys, wall and roof 
openings. Lists Granco Roof Deck accessories. For 
your free copy, mail coupon now. 


GRANCO STEEL PRODUCTS CO. 
Dept. P-710, 6506 N. Broadway, St. Louls 15, Mo. 


Please send me without cost or obligation a free copy of the new Granco 
Steel Roof Deck Product Manual. 


Name 
Firm— 


Address 
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Mr. Winters discusses the details of every home he builds with the people who will 
be living in it. Telephone facilities are planned for the future as well as the present 


“Concealed telephone wiring belongs in personalized homes 


—says Mr. O. C. Winters, Custom Builder of Indianapolis, Indiana 


“It’s good business to give customers what 
they need,” says Mr. Winters, “and that includes 
concealed telephone wiring. The desire for 
planned and built-in telephone facilities is grow- 
ing markedly. It’s part of the trend of the times 


towards more livable homes. 


A home built by Mr. Winters. Concealed telephone wiring is one 
of its distinguishing soles features. 


Working together to bring people together (ay 


BELL TELEPHONE SYSTEM \, 
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“People are discovering that concealed tele- 
phone wiring preserves the beauty of their rooms 
as well as adding great convenience. They're 
favorably impressed with the architect or builder 


who plans on it for them. 


“Concealed telephone wiring belongs in per- 
sonalized homes, and | know from experience that 
it helps sell them.” 


Your nearest Bell Telephone business office will help 
you with concealed wiring plans. For details on home 
telephone wiring, see Sweet’s Light Construction File, 
8i/Be. For commercial installations, Sweet’s Archi- 
tectural File, 32a/Be. 








SUPERVISORY DATACENTER* 


Nucleus for automation of an entire building 


EW IDEAS that significantly affect building / 
N design are rare—and important. The i | 
Supervisory DataCenter control panel perhaps i“ 
represents such an idea. For by completely 
centralizing air conditioning control, it shows 
the way to similar economy and integration of 
many another mechanical function. Conception, 
housing and installation of the DataCenter 
involve creative design factors that are of first 
concern to the architect. Your local Honeywell 
man has full details. 
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Rendering here shows how a DataCenter might be o— 
integrally designed to incorporate a building's ——_—— 
security system. One man observes and controls 

the air conditioning, plumbing network, % 

fire prevention systems and guard posts with two-way PP 
communications to all. A similar appearing DataCenter vs 

is now Operating in the Bank of the Southwest Building, * Trademark 


Houston, Texas. Kenneth Franzheim, Architects; 
H. E. Bovay, Jr., and Reg. F. Taylor, Engineers. 
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MODERN DESIGN 
CALLS FOR COOLITE 
Extensive use of Coolite glass in 
sidewall sash in the Thomy Lafon 
Elementary School, New Orleans, fits 


| the aims of architects, Curtis & Davis, — 


: to obiain “the ultimate in scientific 
a truly functional architecture 
adapted to human values and physical 
needs.” Coolite, glare reduced, 
floods classrooms with softened, 


~_ 





light... absorbs up to 


glore-free 
appear nes friendlier. 


« 
otass MAKES A 


\ ct anemasen 
in a distinctively different doorway, 
made possible by the handsome 
Broadlite pattern, the reception hall is 
flooded with flattering, diffused 
translucent Broadlite glass offers a 
new, dramatic decorating texture 
that creates a feeling of leisurely 
living and gracious hospitality, in 
either modern or traditional settings. 
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PACE SETTER IN BUILDING PROGRESS 


_ ~‘ MODERN Vv 
¥ ‘As advanced in design os the sleek California Z 
- $een through it, Polished Misco 
"Faishegdont Na. 52) ta sed extensbiahy in Chtiligg’s 
on Station to help protect its thousands of travelers. 


: COOLITE GL 1s 

RIGHT iperedesss  w ate z 

Executed in a shimmering sweep of Coolite, Heat 
Absorbing, Glare Reducing gloss, the Heinz Vinegor 
Plant, Pittsburgh, has been acclaimed “a brilliantly 
incisive piece of architecture.” Here, employees see 
better, feel better, work better —for Coolite filters out 
unwanted factors in “raw” daylight .. . helps keep 
interiors cooler, more comfortable. 

Architects and Engineers: Skidmore, Owings & Merrill 


Angelica st. 


fc &E- Oo, F 


Combining beauty and utility in an exciting 
variety of residential, commercial and indus- 
trial applications, rolled glass by Mississippi 
offers an extensive selection of patterns with 
surface finishes and light transmission charac- 
teristics that fulfill the requirements of any 


design or specification. 


Send for new free catalog 57-G. 
Address Dept. 8. 
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GOING UP! 111 West 40th Street Building being erected for General FEDERAL 

Realty & Utilities Corporation by George A. Fuller Company, general SEABOARD 
contractor. For this 35-story New York office building, architects Kahn TERRA COTTA 
& Jacobs, and Sidney Goldstone make creative use of Ceramic Veneer | CORPORATION 





for vertical pier facing and coping. Whatever the building now on your 







boards, write for Federal Seaboard’s colorful literature illustrating the 10 E. 40th St., New York 16, N.Y. 
versatility of modern Ceramic Veneer. Also without charge, we will Plant at Perth Amboy, N. J. 











gladly furnish construction detail, data, color samples, and advice in- 
volving Ceramic Veneer, the modern Architectural Terra Cotta. 
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WHEN RUGGEDNESS AND BEAUTY COUNT 


PLYWOOD & DOOR PRODUCTS 


SIMPSON FIR 
PLYWEAVE 


Do your clients ever say “I want my 
family room to be attractive, but it 
has to be able to take a beating, too”? 

Fir Plyweave is tailor made for 
this kind of a situation. Plyweave is 
a low cost plywood paneling with a 
beautiful, deeply-embossed, three- 
dimensional surface that is also ex- 
tremely hard and scuff-resistant. It is 
ideal for boys’ and girls’ rooms and 
heavy traffic areas like hallways. 

Plyweave gives architects wonderful 
opportunities for ingenious and dra- 
matic uses in new homes, offices, 
schools, etc., or in remodeling. It can 
be stained, painted or two-toned. It 
can be put up vertically, horizontally, 
or in squares. 

So to give your client’s project a 
treatment that is daring and practical, 
too, specify exteriors or interiors of 
beautiful, tough Simpson Plyweave, 
in either fir or redwood. 


You can also rely on Simpson for 
Acoustical, Insulating Board and Hard- 
board Products, plus a complete line of 
specialty plywood and doors. 


This section of Plyweave shows 
the deeply-embossed pattern. 


Simpson Legging Company, Sales Office, 

Plywood & Doors, Room 902-A 

2301 N. Columbia Bivd., Portland 17, Oregon 

FREE Plyweave sample together with Simpson's new 36-page booklet. “Manval on Finishing 
Plywood” hes 68 full-color finish illustrations pilus decorating ideas ond suggestions for the vse 
of plywood in the home. 
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REYNOLDS 


ALUMINUM 


MODERN 


ARCHITECTURE 


EYNOLDS 
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575 Lexington Avenue, New York 

34 stories in two-tone gold...the world’s 

first gold anodized aluminum skyscraper. 
Owners and Builders: 

Sam Minskoff & Sons, Inc., New York 
Architects: 

Sylvan and Robert Bien, New York 


Erector of Exterior Wall: 


F. H. Sparks Co., Inc., New York 





Reynolds Aluminum Applications: 


: . : . : Tubular sash members 
Extruded aluminum mullions anodized bright gold; il chow ceasly tn coe 


pre-assembled matte gold spandrel panels made of 
interlocking extrusions ; intermediate projected 
and fixed-light windows also anodized in a 

matte gold. 


Extrusions interlock to form spandrel panels, are attached simply to mullions. 


ARCHITECTS’ SERVICE 


Reynolds Architects’ Service Representatives 
offer specialized assistance on aluminum design 
problems, on applications of standard aluminum 
mill products, and on the use of commercially 
fabricated aluminum building products. They 
can help coordinate aluminum requirements 

for procurement efficiency and economy. Address 
Architects’ Service, Reynolds Metals Company, 
Louisville 1, Kentucky. 


See “Circus Boy”, Sundays, NBC-TV Network. Watch for Reynolds on “Disneyland”, ABC-TV Network. 
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insure 


in office space, 


present and future 


Johns-Manville Asbestos Movable Walls can be quickly changed at will 


For an efficient and economical way 
to save space and make space, J-M 
Asbestos Movable Walls are the 
most flexible of movable partitions. 
They can be erected, dismantled and 
relocated time and time again. Yet 
they retain all the elements of per- 
formance, durability and attractive 
architectural design. 

J-M Movable Walls make possi- 
ble the allocation and division of 
espace to meet the ever-changing 
needs of business. They help provide 
for better working conditions, in- 


N 
Johns-Manville congratulates the 
American Institute of Architects 


3 on its 100th Anniversary. 


Consult an architect—use quality materials 


crease the comfort and improve the 
morale of employees. 

They are prefinished in stippled, 
textured colors of light green, light 
tan and light gray, with other solid 
colors available on order. Their fin- 
ish is scratch- and stain-resistant. 
Layout changes can often be made 
in a few days or during a weekend. 

For free brochure “Asbestos Mov- 
able Walls,’’ write: Johns-Manville, 
Box 158, New York 17, N. Y. In 
Canada, write 565 Lakeshore Road 
East, Port Credit, Ontario. 





Aad 
18571957 
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Johns-Manville flush or glazed parti- 
tions are furnished and erected by 
J-M's own Construction Department. 
You get undivided responsibility for a 
complete job. 


9) Jonns-Manville 


PRODUCTS 





The new Y.M.C.A. in Stroudsburg, Pa., wos designed by Rinker and Kiefer, 
architects. General contractor: Paul L. Edinger. Both are Stroudsburg firms. 


STEEL JOISTS HELP PROVIDE FIRE-SAFETY 
FOR Y.M.C.A. BUILDING IN PENNSYLVANIA 


The attractive Y.M.C.A. building in Stroudsburg, Pa., is a three-story 
brick structure containing lobby, club rooms, dormitory rooms, craft 
shop, kitchen, gymnasium and swimming pool. 

Bethlehem Shortspan Steel Joists were used in the floor structures 
throughout the building. These steel joists were chosen not only 
because they provide a rigid, non-warping construction which keeps 
future maintenance at a minimum, but also because they provide a 
fire-resistant construction. In combination with floor slab and ceiling, 
steel joists provide up to four hours’ fire-safety. 

Bethlehem Open-Web Steel Joists offered several other advantages 
to the builders of the Y.M.C.A. They reached the job-site fully fabri- 
cated, tagged and ready for placing. They.needed only field-welding 
to secure them permanently in place. 

In the roof structure over the swimming pool, the builders used 
Bethlehem Longspan Steel Joists, giving to the swimming pool 
maximum unobstructed space, with no need for vertical supports 
Longspans also simplified the installation of the lighting over the 
pool, because wires and conduits as well as piping could be run 
right through the open-webs. 


Bethlehem Longspon Joists in the roof over the swim- 
ming pool give maximum column-free spoce below 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


in the Pact 3st Bethlehem products ore scid by Bethlehem P 


butor: Bethlehem 


BETHLEHEM OPEN-WEB STEEL JOISTS 


teel Corporation. Expo 
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EVERYWHERE 





BETTER AIR CONDITIONING FOR EVERYBODY 






OFT dla 


Which is the best way to air condition 
with air and electricity ? 








It depends on the structure and the climate. For 90% of the country 






and most homes and small businesses a remarkable new development 






called the heat pump will heat and cool using only electricity and air. 






No other fuel is required for heating, no water is required 






for cooling. Although old in principle, the first practical heat pump 






is the Carrier Heat Pump Weathermaker. The Carrier exclusive 






“Climate-Balanced” design keeps first cost and operating costs low. 






The Carrier 2-section construction makes installation easy. 






(Some of the many possibilities are shown at the right.) For more 


information on the new Carrier Heat Pump Weathermaker, 






call the Carrier dealer listed in your Classified Telephone Directory. 






Or write Carrier Corporation, Syracuse, New York. 







Ask your Carrier dealer for copies of the free booklets, “Which Is the Best Way to Air Condition Your 
Home?” and “Which Is the Best Way to Air Condition Your Business?” Or write to Carrier Corporation. 
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Indoor section in the basement. When the Carrier 
Heat Pump Weathermaker* is suspended from the 
ceiling it takes up no usable floor space. Switching 
from summer cooling to winter heating is simple, 
just flick a switch on the all-weather thermostat. 


Indoor section in a closet. Another unobtrusive 
location for the Carrier Heat Pump Weathermaker 
is the top part of a utility room or closet. In every 
season, air is gently circulated through ducts, filtered 
perfectly clean, with no soot, smoke or other odors. 


Lag pg gg ge 
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Indoor section in the attic. The Carrier Heat Pump 
Weathermaker installs easily in the attic of buildings 
that don’t have basements. It is connected to the 


outdoor section by small copper tubing. Water, 
chimneys and fuel storage tanks are not needed. 











Outdoor section eliminates noise problems. The 
important moving parts of the Carrier Heat Pump 
Weathermaker are enclosed in the weatherproofed 
outdoor section. Two-section design reduces instal- 
lation costs, no bulky outside air ducts needed. 

*Reg. US. Pat. OF 
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a Conventional Metal Curtain Wall and the 
Interior Finish Material as Well! 


For many years architects have employed Insulated Metal Curtain Walls 
skillfully and to good advantage, costwise, in producing some out- 
standing exterior design effects in office buildings, schools, armories, 
sports arenas, parking garages, all kinds of industrial buildings — including 
powerhouses, and in some important monumental buildings. 

Now you see the functional Metal Curtain Wall serve also as the 
interior finish material in a unique and attractive dining room which 
is elevated on columns to provide parking space below. 

In this installation, the flush inside metal plates of the Mahon Insulated 
Metal Wall are employed as the interior finished wall material —the 
flush metal surface is painted to harmonize with and become a part of 
the interior decorative scheme. The over-all effect obtained by the 
architects speaks for itself. 

Metal Curtain Walls with exterior plates of embossed aluminum, 
stainless steel, or cold rolled steel painted, employed in combination 
with brick, ornamental stone, glass block or other materials offer unlimited 
possibilities in architectural treatment of exterior design. The building 
illustrated here is a typical example. 

In Mahon Insulated Metal Walls, vertical joints are invisible — symmetry 
of pattern is uninterrupted across the wall surface . . . and, the field 
constructed walls can be erected up to sixty feet in height without a 
horizontal joint. These two design features, which are extremely important 
from an appecrance standpoint, were engineered into Mahon Insulated 
Metal Curtain Walls to give you a finer appearing wall surface with 
a continuous pattern free from unsightly joints. 

You'll want to investigate these Mahon “better look” features before 
you select a metal curtain wall for any building. 





MAHON FLUTED WALL 
FIELD CONSTRUCTED 





MAHON RIBBED WALL 
FIELD CONSTRUCTED See Sweet's Files for information, or write for Catalogue W-57. 


THE R. C. MAHON COMPANY © Detroit 34, Michigan 
; Sales-Engineering Offices in Detroit, New York and Chicago 
: Representatives in all Principal Cities 


FLUSH FLUTED 
MAHON PREFAB WALL PANELS 


Ss 


STEEL ROOF DECKS 
Standard Double Rib, Wide-Flange Double 
Rib, and Long Span M-Decks, which con be 
furnished with perforated surface and fitted 
to provide an efficient ccoustical ceiling. 


UNDERWRITERS’ RATED FIRE WALLS 


Mohon Metolclod Fire Walls carry two Hour 
Rating by Underwriters’ Laborotories, inc. 
for Use as Either an Interior Dividing Fire 
Well or on Exterior Curtoin-Type Fire Wall 


ROLLING STEEL DOORS 
Standard Manually, Mechanically or Power 
Operated Rolling Steel Doors and Grilles. 
Underwriters’ Labeled Automatic Closing 
Rolling Steel Fire Doors and Fire Shutters 
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Precast and Prestressed Concrete 
Reduce Construction Costs 


The above photo shows the “Cotton Warehouse” owned 
by the Port of Long Beach, Calif. It is 150 ft. wide and 
1200 ft. long and has precast concrete walls, frame and 
roof and precast, prestressed concrete roof girders that 
spac 75 ft. from the outside walls to a single row of 
interior columns down the center of the building. 


This structure is an example of the savings that result Sen alin oiuetd tow of cundneiet lene Ged, Cll 
from the use of precast and prestressed concrete construc- Exterior longitudinal walls are precast concrete panels 30-ft. high, 
tion. A substantial reduction in construction time resulted 23-ft. wide and 6 in. to 8 in. thick. Photo above shows 56 in. 
from (1) starting the precasting operations at the same deep, I-shaped girders supported on cast-in-place wall columns 
time that the foundation work was begun, (2) re-using the and precast interior columns. Span of the precast girders is 75 ft. 
formwork frequently and (3) casting the structural units 
horizontally at a convenient height for the workmen. This 
plan allowed the workers to repeat the same operations 
many times. Better craftsmanship and higher quality con- 
crete were the result. 

Structures using precast and prestressed concrete units 
have all the advantages of conventional concrete construc- 
tion. They can be designed and built to conform with all 
applicable building codes—anywhere. And they meet all 
structural requirements of great strength and durability, 
resistance to severe weathering, long life and low-annual- 
cost service. In addition, they can be built to withstand 
violent lateral forces caused by earthquakes, hurricanes or 
atomic blasts. 

For additional information about precast or prestressed 
concrete construction write for free illustrated literature. It 
is distributed only in the United States and Canada. 


PORTLAND CEMENT ASSOCIATION Roof constructed of precast concrete channel slabs resting on pre- 
stressed girders and precast monitor frames. Warehouse designed 

Dept. A8-25, 33 W. Grand Ave., Chicago 10, Ill. by the office of the late J. H. Davies, consulting structural engineer. 
A national organization to improve and extend the uses of portland cement Structural engineer was James R. Bole of Long Beach, Calif. Con- 
and concrete ... through scientific research and engineering field work tractor was Johnson-Western Constructors of San Pedro, Calif. 
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OF) i i 1 O) a Oe JOANNA VINYL WALL FABRIC 


Joanna Vinyl Wall Fabric 


in the Texas National Bank Building 
Houston, Texas 


“‘We have paid out the original cost of our Joanna installation 
in paint savings alone.”’ Fletcher B. Emerson, General Manager 
and Executive Vice-President, Texas National Bank Building 
Corporation 

“Without question, Joanna Wall Fabric will take 300% more 
cleaning abuse than ordinary wall treatments.” A. 7. King, 
Assistant Building Manager, Texas National Bank Building 
“We recommend a Joanna installation wherever possible.” 


H. B. Bettell, President, B. B. Bettell & Son, Inc. 
Painting Contractors for the Texas National Bank Building. 





Texas National Bank Building, 


Houston, Texas; Th taf £ the thines then’re cant ' the t t 
Kenneth Franzhe'm, Houston, Architect; a8 Gre Jam 8 ae! - the ungs ¢ md re saying bout © beauty, 
economy and durability of Joanna Vinyl Wall Fabric in our 
Manhattan Construction Company. Case Report No. 1 
Houston, General Contractor; ow me Be . . 
B. B. Bettell and Son, Inc., For a copy of the full report, with all the facts and figures, 


Houston, Painting Contractor. fill in the coupon below. 


Ph show 
Joanna Vinyl Wall Fabric JOANNA WESTERN MILLS COMPANY 
in corridors in the Wall Covering Division 


Texas National Bank Building. 22nd and Jefferson Streets, Chicago 16, Illinois 


New York Sales Office: 261 Fifth Avenue, New York 16, New York 
Canadian Distributors: Daly 4 Morin Ltd., Montreal 


* COMPILED BY AN INDEPENDENT RESEARCH ORGANIZATION 





Joanna Western Mills Company, Dept.) 9p 
22nd and Jefferson Streets 
Chicago 16, Illinois 


Gentlemen: Please send Case Report No. 1 and 
sample of Joanna Vinyl Wall Fabric. 


SID nn ipceenriininineeseepeneees 
Company 


Address __ 


marae 
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PAINTS CHEMICALS - BRUSHES - PLASTICS - FIBER GLASS 
PLATE GLASS COMPANY 


GLASS 
PITTSBURGH 
IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 
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Jamison announces i 


NEW flexible batten door 








Flexidor is light and resilient to absorb and dissipate the 
shock of impact; reinforced door noses add strength, 
prevent buckling or wrap a* “nd on impact. Free- 
swinging door suspension provides minimum impact 
resistance. Jamison two-way gravity cam hinges assure 


fast closing. 


Flexidor is available in a full range of sizes for use in new 


construction or to replace rigid battens. Complete infor- 
More JAMISON Doors are used by more people 


mation is available from the Jamison Cold Storage Door 
2 than any other Cold Storage Door in the world. 


Co., Hagerstown, Md. 
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DECIDEDLY BETTER 


DAY-BRITE 
Lighting Fodures 


There’s no “OR EQUAL’’ to Day-Brite 


Sound extravagant? Not when you compare these fixtures with 
others on the market. Compare design. See how Day-Brite fixtures 
flatter smart, modern interiors. Contrast lighting performance. 
Then, move in close. Count the Day-Brite features that reduce 
owner maintenance. Hand-test the strength of these fixtures. 
Compare beauty. Look at the difference in machine work. See how 
carefully tooled Day-Brite parts fit snugly together. Note the 

little touches that say, ““No effort was spared to make this the 
world’s finest lighting instrument.” 


You won’t find Day-Brite lighting fixtures in a poor job and you'll 
seldom see a good job without them. Isn’t Day-Brite the fixture 
for your next job... for all your future jobs. 


DAY-BRITE LIGHTING, INC. 
5405 Bulwer Ave., St. Louis 7, Mo. 
Day-Brite Lighting Inc., of California, 
530 Martin Ave., Santa Clara, Calif. 
In Canada: Amalgamated Electric Corp., Ltd., Toronto 6, Ontario 


71161 
FOR FURTHER 
INFORMATION 


SEE OUR 
CATALOG IN 
WEET'S- 


OR WRITE FoR Cory 


NATION'S LARGEST MANUFACTURER OF COMMERCIAL AND INDUSTRIAL LIGHTING EQUIPMENT 








University of Miami Law Building lighted with glare-free Day-Brite fixtures. Architect: Robert M. Little; 


Engineers: Norman J. Dignum & Assoc.; Electrical Contractor: B & W Electric Co., Miami 


Lecture room, lighted with Day-Brite Luvex® fixtures, encourages concentration. Day-Brite recessed Mobilex® fixtures flood this library with soft, full illumination. 


























eee ‘a 


A LTR 






















ARCHITECT: Robert E. Buchner, A.1.A., Tulsa, Oklahoma 
GENERAL CONTRACTOR: H. R. Lohman Company 
LIGHTSTEEL SUPPLIER: Patterson Steel Company, Tulsa, Oklahoma 
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Truly modern bank 
utilizes LIGHTSTEEL design flexibility 


The new Tulsa office of the Ponca 
City Savings and Loan Association is 
modern in every detail—from Virginia 
greenstone surfacing to functional in- 
terior, which employs natural filtered 
sunlight. Its success relies heavily on 
the architectural freedom afforded by 
LIGHTSTEEL structural sections. 

Because it is a complete framing sys- 
tem with fully integrated components 
— joists, studs, track and bridging — 
LIGHTSTEEL imposed none of the limita- 
tions of prefabrication. Thus, any 
number of structural variations were 
possible. 

The variety of collateral materials 
attendant to the design were easily, 
speedily attached, thanks to the 
LIGHTSTEEL nailing groove. Electrical 
and plumbing work was facilitated, for 
pipes and wires were run through the 
carefully engineered openings in 
the studs. And, of course, LIGHTSTEEL 
proved more economical than other 
investigated methods of construction. 

Whenever economy must go hand 
in hand with advanced architectural 
design, LIGHTSTEEL provides the perfect 
answer. All the more so since it is 
available without delay. 

Send for technical manual and 
catalog. 


PENN METAL COMPANY, INC. 


General Sales Office: 
40 Central Street, Boston 9, Mass. 
Plant: Parkersburg, W. Va. 
District Sales Office: Boston, New York, 
Philadelphia, Pittsburgh, Detroit, St. Louis, 
Dallas, Little Rock, Seattle, San Francisco, 
Los Angeles, Parkersburg 


a name to remember 












Architects: O'Dell, Hewlett & Luckenbach Associates and 
Crane, Kiehler & Kellogg, inc 

General Contractor: 0. W. Burke Co 

Plumbing Wholesaler (seats): The Nelson Co 

Plumbing Contractor: Hickey, Shaw & Winkler Co 


Detroit's new Henry and Edsel Ford Auditorium 


Dhoom. job bor architects 


“Only the finest” said the budget-makers for the Henry 
and Edsel Ford Auditorium recently completed in 
Detroit. Architects, engineers and specification writers 


literally went to the ends of the earth for the most 
resplendent materials money could buy . .. Blue Pearl 
Granite from beneath the faraway lands of Norway 
..+ Pal Deo wood paneling from the South American 
jungles. 

But seat selection? “Only the finest” in industrial seats 
turned out to be Olsonite white No. 10CC. 


For a complete catalog of Olsonite seats, drop a note 


on your letterhead to: 


ome 


SEATS 


SWEDISH CRUCIBLE STEEL COMPANY 
Plastics Division, 8801 Conant Ave., Detroit 11, Michigan 
ORIGINATORS OF THE SOLID PLASTIC SEAT 





SEAT 


Soon to become America’s most popular seat for pri- 
vate bathrooms, the No. 40 combines solid Olsonite 
construction with an exciting new design. Available 
in more than 35 plain or pearlescent colors. For elon- 
gated bowls, specify No. 44. S7-Al 
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Rittenhouse Apartments, Washington, D.C. Architects: Berila & Abel. Contractors: Morris Pollin & Sons. Photograph by Robert C. Lautman. 


Award-winning apartment building 
designed with LUPTON aluminum windows 


Here is another major apartment building that shows 
the widespread use by architects of LUPTON aluminum 
residential windows. 


The Rittenhouse Apartments, Washington, D.C.., 
recently received one of the Washington Board of 
Trade’s Biennial Awards in acknowledgment of its 
part in the advance of modern architecture in the 
capital city. Selected by a jury of architects, this 
impressive project makes effective use of standard 
LUPTON Aluminum Residence Casement Windows. 

The freedom of choice offered in standard LUPTON 
construction deserves your complete investigation. 
You will find many ways of achieving custom effects 
at low cost with economical LUPTON Windows and 
Aluminum Sliding Doors. And in industrial and office- 
building design, LUPTON Aluminum Windows and 
Curtain-Wall Systems offer you equal freedom 
and economy. 


See the Michael Flynn catalogs in Sweet’s (Sections 
3 and 17); then speak to your nearby LUPTON repre- 
sentative or distributor (listed in the Yellow Pages 
under ““Windows—Metal’’) about the many advan- 
tages of planning with versatile LUPTON components. 
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These standard LUPTON aluminum residence casements add a 
sleek modern finish to Rittenhouse Apartments besides providing 
maximum visibility and weathertight construction. 


LUPTON 


ALUMINUM WINDOWS - CURTAIN WALLS 


MICHAEL FLYNN MANUFACTURING COMPANY 
Main Office and Plant: 700 E. Godfrey Ave., Phila. 24, Pa. 





— Why specify light level... 
and take a chance on 
sound level? 


The effect of a well-lighted room is often 
ruined by a noisy fluorescent ballast 


It’s easy to meet the sound level as well as the light 
level requirements for every room when you specify 
General Electric sound-rated ballasts for your fluores- 
cent lighting installations. Every G-E ballast is sound- 
rated under G.E.’s exclusive system to meet the need 
of every application ... from a quiet broadcast studio 
to noisy factories. 

And, with General Electric’s new copyrighted sound 
rating calculator, shown on the right, you can deter- 
mine beforehand whether or not you will encounter 
a ballast noise problem. Here’s how it works: 

All you have to do is set the sound rating, number 
of ballasts to be used, the proper room constant and 
ambient sound level of the room on the calculator 
wheels and read the reaction. It’s as easy as that to 
give yourself installations that are custom fitted to 
every sound requirement. When properly applied, 
this system will eliminate costly noise complaints. 

Next time you specify a fluorescent lighting instal- 
lation make certain you don’t “ruin the quiet”. . . 
specify G-E sound-rated ballasts. For more informa- 
tion about how you can put “sound rating’’ to work 
for you, contact your local G-E Apparatus Sales 
Office and send for your copy of the G-E Ballast 
Sound Rating Calculator today! 


Progress /s Our Most Important Product 
GENERAL @@ ELECTRIC 


Act NOW — 
Send TODAY! 


General Electric Company 
Section A401-57 
Schenectady 5, N. Y. 


Gentlemen: 


Please send me copies of Ballast Sound Rating 
Calculator, GEN-147, at one dollar each. Enclosed is 
my check for : 


Name 


August 1957 
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These two fabulous co-operative apartments ... one at 
Phoenix, Arizona, the other in La Jolla, California . . 
setting the pace for a new kind of casual American living. 
Architects have designed both these luxurious buildings 
for an absolute maximum of comfort and operating 


efficiency. It was only natural that copper, the modern 


- ore 


chosen for these magnificent 
apartments ... the CAPRI AIRE and 
PHOENIX TOWERS .. . the ultimate in 
comfortable, carefree, modern living 


"2S treamline: QUALITY COPPER TUBE 
e,.. 


piping material, was used for plumbing systems in both 
projects ... a decision certain to pay handsome dividends 
in trouble-free service for the life of the building. Rust- 
proof and practically clogproof, as well, copper’s ease 
of installation is credited with keeping overall cost-of- 
installation below that of competitive material. 


La Jolla Capri Aire, at La Jolla, California, combines outdoor and indoor living in a delightful 
grouping of lavishly-finished co-operative apartments in which quality materials and careful 
workmanship are combined to produce these attractive dwellings with distinctive California styling. 
Lionel V. Mayell, who has created a number of these beautiful co-operatives in other western 
cities is the developer of the Capri Aire project. The general contractor is the Del Anderson 
Construction Co., San Diego, and plumbing and heating installation is being handled by Ben 
Huntington and Sons, also of San Diego. These one-, two-, and three-bedroom apartment homes 
feature sound- and weather-conditioning, a swimming pool, ultra-modern radiant heat, and 

of course, miles of Mueller Brass Co. Streamline copper tube. 


In the Capri Aire co-operative, space-saving copper tube in 
long standard lengths is easy to handle and quick to install. 
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The $3 million, 14-story Phoenix Towers (above) ... a 60-apartment co-operative unit in 
Phoenix, Arizona, was designed by Ralph C. Harris. The Del C. Webb Construction Co. was 
the builder, and Ralph W. Applegate Realty & Investment Co. of Chicago is the agent for 
the building. John Armer, the plumbing and heating contractor, points with understandable 
pride to this carefully-installed system. Armer's general superintendent on the Phoenix 


Towers installation was Mr. Bud Lindquist. In reviewing the project, Lindquist was extremely 
enthusiastic about copper, both from a standpoint of overall economy of installation, ease 
of handling, and the saving of valuable space as well. Little wonder, then, that the use of 
copper for supply and drainage systems is constantly increasing! 


Gleaming copper drain lines from lavatory and closet in the 
Phoenix Towers co-operative provide valuable evidence to 
buyers of these apartment-homes that the builders have javished 
more than mere extraneous beauty on the construction of these 
“apartments of the future”. Long-lasting Streamline quality 
copper, like the drainage lines shown here, will assure yeors of 


complaint-free service and reliability. 


There is o complete range of Streamline tube and solder- 
type fittings for every installction need. Versatile, 
easy-to-install copper adds the finishing touch to the 
master plumber's finest work in both drainage and 
supply. Send today for kit No. 15 containing helpful 
information on copper for drainage, and Mueller Brass 
Co.'s catalog on Streamline copper tube and fittings, too. 
These two guides will help you plan better supply and 
drainage systems the modern way. 


MUELLER BRASS CO. roat HURON 9, MICHIGAN 
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Asbestone Pan 
fo curtain wall 
to office space 


E 


With Gold Bond ASBESTONE PANELS, you can 
plan for the strength and permanency of stone in 
both exterior curtain walls and movable 

office partitions. These versatile, easy-to-handle 
panels help make planning simpler, help 

make construction more economical. 
ASBESTONE PANELS are made of Asbestos- 
Cement sheets, laminated to both sides of a 
structural insulation core that’s asphalt 
inpregnated and chemically-treated to resist 
weather, moisture, mildew and rot. Fire- 
resistant ASBESTONE PANELS are four feet wide 
— available in 6’, 7’, 8’, 9’, 10’ and 12’ 
lengths...in four thicknesses. A size or thickness 
for every building recommendation. 





insulation 
rivacy 

















EXTRA STRENGTH AND INSULATION. Gold 
Bond ASBESTONE PANELS add extra strength 
and insulation when used with other curtain wall 
materials such as Gold Bond Corrugated “400.” 


CURTAIN WALLS of Gold Bond ASBESTONE 
PANELS save your clients’ money in initial costs 
and in maintenance They resist corrosive and 


acidic fumes, are fire and rot-resistant. 


The surface of a Gold Bond ASBESTONE 
PANEL has the strength of rock. The core is 
Gold Bond® Insulation Board, made by an 
exclusive Fiberlok process that locks strength 
in, keeps heat transfer to a minimum. 

Our new manual contains complete information 
for architects’ reference in planning panelized 
curtain walls for factories, schools, hospitals... 
inside or outside use. For your copy, write 
Dept. PA-87, National Gypsum Company, 
Buffalo 2, New York. 


ASBESTONE PANELS 


NATIONAL GYPSUM COMPANY 


Progressive Architecture 


MOVABLE OFFICE WALLS — to give client per- 
sonnel the privacy they need and keep office 
layouts flexible. Far less expensive chan permanent 
partitions—and they help reduce office noise 


Gold Bond 


BUILDING PRODUCTS 
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America is entering the ceramic tile age 


ANVdWOD)D JIL SIVSOW 3SHL 


Architects: John Graham Co. Assoc. Arch. and Alvin L. Wiedt Assox 
ile Contr.: Northwestern Marble Corp. Plate No. 52 
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Designer: Cliff May. Tile Contr.: Brunet 
Marble and Tile Co. Plate No. 542 
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THE MOSAIC TILE COMPANY 





Architectural spirit preserved 
in Mosaic Ceramic Tile 


Carlyle Quarry Tile a product of Mosaic—long recog- 
nized for its permanence, ease of maintenance and rich 
integral color—offers the designer still other distinct bene- 
fits. Its scale (sizes up to 9” x 9") makes it ideal for large 
floor and wall areas, or for interesting scale and color 
contrast in limited areas. Used indoors and out with today’s 
window-walls, it visually integrates interior floors and ex- 
terior terraces into a single plane surface. The grid pattern 
formed by the grout lines establishes rhythmic design 
relationships with other structural elements. Color con- 
trasts, stripes and accents in Carlyle Quarry Tile guide 
traffic, improve circulation to, from and within a structure 
Possibilities are endless and fascinating. 

In homes and institutional, industrial and public build- 
ings, floors and walls of Carlyle Quarry Tile give refinishing- 
free and replacement-free service for the life of the building 
Maintenance is simple and economical. A natural clay tile 
in a wide choice of colors, Carlyle Quarry Tile is fire-proof, 
fade-proof, easy to clean. Its hard, tough body is unharmed 
by dirt, grease, acid and moisture. In certain colors, it is 
totally weatherproof (all colors suitable for exterior appli- 
cation in frost-free areas). An ideal combination of beauty, 


endurance and economy 


Pattern 127, Colors 
240 Suntan 

250 Green 

175 Pompeian 


Pattern 133, Colors 
110 Navajo 
140 Greytone 


Cherokee Tile 
Pattern 300, Colors 
240 Suntan 

175 Pompeian 


In addition to squares and oblongs in a wide range of 

sizes, the Carlyle Quarry Tile line includes Cherokee Tile 
a casually irregular cushion edge tile with distinctive hand- 
crafted appearance. The natural clay colors and shapes of 
Cherokee Tile form rich patterns in a smaller scale. The 
complete Mosaic line of ceramic tile includes Carlyle Quarry 
Tile, ceramic mosaics, glazed wall tile, All-Tile Accessories, 
a wide selection of decorated tile, Everglaze (textured hard 
glaze tile) and Faience. 
Fiocors and Walis of Mosaic Ceramic Tile wil! con- 
tribute to a greater return on your clients’ building in- 
vestment. Maintenance cost is less than with any other 
material—in many cases by as much as 50°). And the orig- 
inal investment is reasonable. 

With our recently expanded manufacturing and distri- 
bution facilites, we can fill your tile requirements promptly. 
A broad selection of tile is carried in stock locally in the 
Mosaic warehouses listed below. You and your clients are 
welcome to make full use of our showrooms and those of 
your tile contractor. 


Carlyle Quarry Tile Coiors 
wtchbiend of fleshed buffs a vivid red-brown blend 
madiumn grey with butt Reshing © dere checeate brown 
a 


NO. 160 ORIENTAL* 200 TAUPE 
oo and dark 


a dark red flashed biend 

The Mosaic Tile Workbook for Architects, Form No. 218, 
is in Sweets. For additional data, write The Mosaic Tile 
Company, Dept. A, Zanesville, Ohio, or The Mosaic Tile 
Company, Dept. A, 829 N. Highland Ave., Hollywood 38, 
Calif. 
Ask for: 
Carlyle Quarry Tile Catalog, Form No. 159 
Carlyle Quarry Tile Pattern Book, Form No. 221 
Pacific Coast Quarry Tile Selection Folder, Form No. 216 
Buildings of Today, Form No. 208 
The Mosaic Tile Book of Beautiful Homes, Form No. 195 

Carlyle Quarry Tile manufactured by The Carlyle Tile 
Company, Ironton, Ohio is available in all except the 
Western states. West of the Rockies, Carlyle Quarry Tile, 
in a regional color palette, is manufactured by The Jordan 
Tile Manufacturing Company, Corona, Calif., and is avail- 
able through all Mosaic Pacific Coast ware houses 


MOSAIC} 


THE MOSAIC TILE COMPANY 


For free estimates o 


*iImpervious to moisture. 


Scie Whe, anes tin America’s largest ceramic tile manufacturer 
yellow pages for your Member Tile Council of America, In 
Tite tractor, Ceran and The Producers’ Council, In 
Showrooms, warchouses and factories from coast to coast 

Showroom-W archouse Atlanta, Baltimore, Boston, Buffalo, Chic 

land, Corona, Cal., Dallas, Denver, Detroit, El Segund 
Greensboro, E. Hartford, Hempstead, L.1., N.Y Hollywood 
Ohio, Jackson, Miss., Little Rock, Matawan, N.]., Miami, M 
Milwaukee, Minneapolis, New Orleans, New York (Showroc 
Philadelphia, Portland, Rosemead, Ca Salt Lake Cit San Ant 
San Diego, San Francisco, Santa Clara, Cal., Seattle, Tampa, Was! 
D.C., Zanesville, Ohic 

Representative Birmingham, Cincinnati, Kansas City, Oklah 
Pittsburgh, St. Le 

Factories: Zanesville and Ironton, Ohio; Matawan, N.J 

Jackson, Miss.; Coror rd egund Ca 








Get good bending 


with National Electric Sherarduct 
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Sherardizing gives Conduit Steel added ductility 


In the Sherardizing process of dry 
galvanizing, corrosion resistant zinc 
is actually alloyed with the steel 
wall of the conduit. 

This principal of galvanizing 
assures a 100% uniform protective 
zinc coating from end to end of 
every length of conduit. The gradual 
heating and cooling of the Sher- 
ardizing process has an annealing- 
like action on the conduit itself. The 
result . Sherarduct rigid steel 
conduit possesses added ductility 


that pays off in terms of good uni- 
form bends, more easily made. 
Couplings go on faster because 
the high ductile steel permits sharp 
clean threading. Threads are cut 
before galvanizing, eliminating any 


chance of rust forming onthethreads 

Insist on NE Sherarduct rigid 
steel conduit. It helps cut construc- 
tion costs and safeguards electrical 
wiring against corrosion for all time. 


Listed by Underwriters’ Laboratories, In 


Sherardizing is Galvanizing at Its Best—Sherarduct is Galvanized Conduit at Its Best 


National Electric Products 


PITTSBURGH, PA. 


NATIONAL 
at. “us 
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Thee Eeauily of Stainless Stool 


COMPLEMENTS AND HARMONIZES WITH 
MATERIALS AT CLEVELAND’S NEW 





Nett LLL 


RUE TEK 1 rs a) es 


Functional and decorative use of stainless steel Is shown in this 
section of the main waiting room of Cleveland Hopkins Airport 
Terminal Building. Stainless sheet was used for columns and lockers, 
Furniture bases were fabricated from stainless steel tubing. Archi- 
tects, Outcalt Guenther & Associates, Cleveland, Ohio; General 
Contractor, R. S. Ursprung Company, Cleveland, Ohio. 


Strength, toughness, corrosion-resistance and lasting , 
beauty were reasons for selecting stainless steel 
for both indoor and outdoor stair railings. 


EPUBLIC 


Wolidé Witleal Range of, Standard Steels 
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This magnificent $3,500,000 structure is another 
outstanding example of how stainless steel, with its 
lustrous beauty, can be used to both complement and 
harmonize with other materials of construction. 


Cleveland Air Terminal architects have skillfully 
blended stainless steel with color-glazed brick, ter- 
razzo, wood paneling, glass, and painted surfaces. 
Stainless not only adds to the over-all design, but also 
enhances the beauty of these other materials. And yet 
it does not compete for attention. 


The architects also capitalized on stainless steel’s 
strength and toughness to withstand the use and abuse 
of the millions of passengers and visitors who will 
pass through the terminal each year. Stainless steel 
was selected for furniture, baggage-delivery racks, 
baggage lockers, elevator doors and trim, ticket- 
counter shelves, stair railings, escalator, and for 
sheathing the supporting columns. 


Reduced maintenance costs are an automatic benefit 
wherever stainless steel is used. It is easy to clean and 
keep clean. It offers stubborn resistance to rust and 
corrosion. Stainless will not discolor with age. It 
never needs painting. The beauty of stainless steel is 
enduring. 

For more information and specifications on Republic 
ENDURO Stainless Steel for architectural applications, 
see Sweet's File or send coupon below, 





OTHER CONSTRUCTION 
AIR TERMINAL 


AIR TERMINALS and other structures often go up faster and at 
less cost with Republic High Strength Bolts. Installation can be 
made without waiting for specialized riveting crews. Bolted con- 
struction provides a more positive and reliable clamping force 
than is ordinarily possible with rivets. The greater strength of a 
bolt gives it higher fatigue-resistance. Mail coupon for more facts 
on Republic High Strength Bolts, 


CONSTRUCTION of Cleveland Air Terminal’s West Concourse, 
shown above, was speeded by use of Truscon “O-T" Open Truss 
Stee! Joists. These lightweight, strong, fire-resistant floor and 
roof supports lessen time and labor costs. They save material in 
supporting framework and foundations. See Sweet's File for 
specifications on “O-T" Steel Joists and other quality Truscon 
Building Products. Or send us the coupon, 


AIR TERMINAL PASSENGERS coming into Cleveland pick up their 
baggage at this stainless steel delivery-counter. The weor- 
resistance of stainless makes this installation a particularly 
functional use of the metal. The design blends beautifully with 
surrounding components. 


REPUBLIC STEEL CORPORATION 
Dept. C-3298 
3186 East 45th Street, Cleveland 27, Ohio 


Send more information on: 


O ENDURO® Stainless Steel © High Strength Boles 
O) Truscon® “O-T”"® Open Truss Steel Joists 


Name a 


2 


Address 
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Eljer proudly presents 







The Piurnbing Industry's 
Newest and Most Modern 







Brass Fittings! 






Once again Eljer makes the big news! This 
time with a completely new line of brass 
fittings . . . the most modern in the plumbing 
industry ! 








Sleek, Contemporary Styling! New Eljer 
fittings are compact, streamlined master- 
pieces of modern design! They add striking 
beauty to Eljer fixtures . . . are functionally 
styled, easy to clean. 









Completely Renewable! All working parts 
are renewable, for easy maintenance. 
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Ar New Eljer 

New Eljer combination deck-type 
New Eljer center-set lavatory fitting. sink 
lavatory fitting. fitting. 






For the BIG news in the 
plumbing industry, keep 
your eye on Eljer. For in- 
formation on the new 
Eljer brass line, see your 
wholesaler or write Eljer 
Division of The Murray 
Corporation of America, 
Three Gateway Center, 
Pittsburgh 22, Pa. 
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New Eljer Vari-Spray 
ball-joint shower head. 


Traditional Eljer Quality! New Brass Line Backed by | ~*~ 
Made by Eljer in an up-to-date Eljer’s Colorful National Ad- 

plant devoted solely to brass, vertising! Eljer’s full-color 

this new line is manufactured, national advertising is as excit- 

inspected and tested with the ing as Eljer’s product develop- ' | ; R 


New Eljer combination shower 
and over-rim bath filler with 
diverter spout. 











traditional Eljer emphasis on ments. Eye-catching, modern, 
quality. high style, it helps you sell! 


IE ELJER- the only name you need to know in plumbing fixtures 
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PANEL ANOS BATTEN 


a wT RIOGELINE 





Popular on the West Coast, the panel-and-batt 
become enthusiastically accepted « 
Ridgeline®, with its combed textured 


stain with equal effectiveness 








PANELGROOVE 





There's a warm, “homey” look to 
Masonite” Shadowvent®™ Siding that 
your clients will appreciate. No defects 

—beautiful surface, wide exposure, and A neat, trim appearance is 


or Ridgegroove ! Groc ves 


no nails are exposed! 
spacing. Finishes stay 


GOOD TREATMENT FOR A MEDICAL CENTER 


ITE 


Clinics and medical centers need not have cold or austere elevations. With Masonite 
Exterior Panels, the medical center you plan will look cheerful and inviting, a credit to 
the neighborhood. And the “in-place” economies are worth knowing about. Send the 
coupon for more data or refer to Sweet’s Architectural File. 


EXTERIOR PRODUCTS 


®Mo ' rporation—manviacturer of quality panel products. 
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Allison-Erwin Warehouse and Office built with 
deflected strand precast prestressed concrete 
members fabricated and erected by Concrete 
Materials Incorporated, Charlotte, North Car- 
olina. The seven-wire uncoated stress-relieved 
prestressed concrete strands were manufactured 
by Roebling. 

Floor bays 27’ x 27’, prestressed girders and 
double tees have poured-in-place cover which 
forms composite section. Live load 200 Ibs. per 
sq. ft. 

Roof bays 27’ x 54’, prestressed girders and 
double tees. Live load 30 Ibs. per sq. ft. 
Erection was speeded by use of precast rein- 
forced concrete columns. 


Architect-Engineer—J. N. Pease & Company, 
Charlotte, N. C. 
Contractor—Goods Construction Company, 


Charlotte, N. C. 


NOW —increasep LOAD CAPACITY 
with PRECAST PRESTRESSED 
CONCRETE MEMBERS using 
DEFLECTED STRAND TECHNIQUE 


Many successful applications in structures of virtually every descrip- 
tion have proved the tremendous benefits of precast prestressed 
concrete members using straight strands. 

Now architects and fabricators are finding that the deflected strand 
technique further increases the maximum span and load-carrying 
capacity of precast prestressed members. In fact, the only limitations 
of this method are casting-bed capacity and transportation facilities. 

An additional advantage can be gained in multiple span structures 
by the use of continuity. This is achieved by placing ordinary rein- 
forcing bars across the construction joints and pouring a small amount 
of concrete in place around these bars. 

For data on tensioning elements and general information on pre- 
stressed concrete, write Construction Materials Division, John A. 
Roebling’s Sons Corporation, Trenton 2, New Jersey. 


Consult Roebling . . . First in U.S. with prestressing and tensioning elements. 


ROEBLING «) 


: — 
Branch Offices in Principal Cities CFI] 
Subsidiary of The Colorado Fuel and Iron Corporation 




























How ANEMOSTAT 


Air Diffusers help make movies 


A carefully designed air conditioning system 


enables Production Center, Ine. to make movies at 
One of three completely air conditioned sound 


top speed during the hot summer months. In . 
P I ad stages at Production Center, Inc. in New York City. 


fact, production has been increased by three to 


four times, according to Center estimates. 


Anemostat Air Diffusers help do this vital job. 
They draftlessly diffuse 20,000 cubic feet of cooled 
air per minute pushed by giant fans through the 
soundproofed ducts. The two main studios have 32 
verticai ducts, ranging in diameter from 18 to 

24 inches; of these, 24 are telescopic and can be 
raised or lowered to suit requirements. The 
conditioned air, efficiently distributed by Anemostat 
Air Diffusers, offsets the heat from the tremendous 


wattage of the lights needed for film-making. 


Movie-viewing, as well as movie-making, is aided 
by Anemostat Air Diffusers. They are installed in 
hundreds of theatres throughout the country. 
Anemostat Air Diffusers also provide true draftless 
. wy comfort and uniform air distribution in schools, 
hospitals, banks and practically all types of 
commercial and industrial buildings. 







Note the Anemostat Air Diffusers 
installed on the telescopic ducts. 


Ae. 











Joseph B. Klein, Architect 
Robert Glenn, inc., General Contractor 
Wolff & Munier, inc., 

Mechanical Contractors 











For comple le data, write for your 


copy of the new Anemostat S« lection 






Manual No. 60 to Anemostat 
Corporation of America, 10 E. 39th 
Street, New York 16, N. Y. 
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Pau! Lawrence Dunbar Vocational 
High School, Chicago, Illinois 
This northwest view shows on the 
left the tan brick classroom build- 
ing, daylighted with Aluminum 
Projected Windows. The gray-and 
black brick central wing features 
an Aluminum Curtainwaill. in all, 
five elevations are enclosed with 
Curtainwall Construction. Else- 
where in the project, galvanized 
Steel Windows provide com- 
patible daylighting 


FROM BEETHOVEN TO BASKETBALL... 
FROM CHAUCER TO CARPENTRY... 


Architectural harmony is achieved throughout four buildings of an award winning 
school with variety of Ceco Window and Curtainwall treatments 


Sprawling Dunbar Vocational High stands as a testi- 
monial to the happy marriage of function and design. 
Challenge facing the architects was how to achieve 
exterior harmony throughout four separate buildings 
having dissimilar functions: classrooms . . . administra- 
tive offices ... library ... cafeteria .. . music rooms 
... gymnasiums... auditorium . . . industrial shops. 
Objective was accomplished in a major way through 
the tasteful blending of Ceco Aluminum Curtainwalls 
and Aluminum and Steel Windows. Dunbar was given 
an honor award by the Chicago chapter of the Ameri- 
can Institute of Architects and the Chicago Associa- 
tion of Commerce & Industry. 


The Ceco Curtainwalls, with specially anodized gun- 
metal-gray aluminum panels, ideally complement the 
gray-and-black pressed brick endwalls. Ceco Alumi- 
num and Steel Windows of various types are designed 
harmoniously into dissimilar facades to provide re- 
quired light and ventilation. 

Every architect has the problem of relating design to 
function. Simplify your work—consult Ceco for the 
biggest selection — the world’s widest line of quality 
Aluminum and Steel Curtainwalls and Windows: 
Ceco Steel Products Corporation — general offices, 5601 
West 26th Street, Chicago 50, Illinois— offices, ware- 
houses and fabricating plants in principal cities. 


IN CONSTRUCTION PRODUCTS CECO ENGINEERING MAKES THE BIG DIFFERENCE 


rs / Ceco-Meyer Steelforms 
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Concrete Reinforcing / Steel Joists / Metal Roof Deck / Metal Lath 
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a Sedays dInratest floord wea KENTILE 











It’s the new look in tile floors! The textured look! 
Exciting new Random Tones in KENTILE {sphalt Tile! 


Especially created to go with either modern or traditional, the muted SPECIFICATIONS: 


shadings of new Random Tones add texture interest and excitement to every 
floor! Another point of interest to your clients is that Random Tones 

(like all Kentile Asphalt Tile) have better light reflectance and a smoother, 
finer surface. This makes floors far easier to clean—and keep clean. Yet, 

in spite of this high styling and decorator colors, the Random Tones sell at 
Asphalt Tile prices. Ask your flooring contractor or Kentile Representative 

to show them to you. Or write in yourself for samples. Address is Kentile, Inc., 
58 Second Avenue, Brooklyn 15, New York. 


AVAILABLE IN: ASPHALT T 
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The RUBEROID Co. 


MONDAWMIN SHOPPING CENTER 
BALTIMORE, MARYLAND 


ARCHITECT: 
Fisher, Nes, Campbell & Associates 


Baltimore, Maryland 


ROOFING CONTRACTOR: 
Warren-Ehret Co 
Baltimore, Maryland 





On the new Mondawmin Shopping Center . . . 


RUBEROID BUILT-UP ROO 





Will assure years of trouble-free service 


Whatever your roofing need, there’s a Ruberoid 


specification to fit the job. On the new Mondawmin 
Shopping Center in Baltimore, for example, two dif- 
ferent roofing specifications were used. Tested and 
proven on many buildings over the years, Ruberoid 
specifications are engineered to fit the job require- 
ments precisely. 


|. The main roof area of 1,316 squares was built 
up of Ruberoid Special Bitumen and Air-Vent 
Asphalt Felt, Specification 203A. Special 
Bitumen’s formula means superior roof perfor- 
mance under any weather conditions. 
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2. For the 902 squares of parking deck area, a 
Ruberoid specification of coal tar pitch and 
tarred felt was used under the concrete surfacing 

With all Ruberoid Built-Up Roofs, rigid manufac- 

turing standards assure uniform quality on every 

square and more years of trouble-free service for 
your roofing dollar. 

Consider the advantages of Ruberoid products for 

your next built-up roofing job. No matter what 

problem may be involved, there’s a 

Ruberoid specification engineered to fit the 

job—ask your Ruberoid Approved Roofer. 








Asphalt and Asbestos Building Materials 


500 Fifth Avenue, New York 36, N. Y. 











GRADE MARKED +- TRADE MARKED 





THE DURABLE GARDEN REDWOOD EXTERIOR BRINGS BEAUTY TO THE 
INTERIOR OF THIS HOME, IN THE SPAN OF A PANE OF GLASS. YOU'RE 
LOOKING AT THE REASON SO MANY CONTEMPORARY HOMES. DESIGNED 


FOR INDOOR-OUTDOOR LIVING, ARE BUILT WITH CALIFORNIA REDWOOD 


CALIFORNIA REDWOOD 


CALIFORNIA REDWOOD ASSOCIATION 
576 SACRAMENTO STREET 


SAN FRANCISCO 11. CALIFORNIA 
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the general utility STAINLESS STEEL 
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AIR FORCE p 


Mil-S-854 
Class 4 


QQ-S-766A 
Class 7 


NAVY 


ele ts- flew, -1-)- mu eit ttm of - tr Sc le) 
Mil-S-854, Class 4 





Since 430 meets military specifications, 
why not investigate this grade for your product 
















This straight chromium stainless grade possesses 
desirable qualities of beauty, corrosion resistance, Wiener, 

strength, long life and low maintenance that are also of value old 430 sheets 

in many civilian applications. More than 50% of all are available up to 48” wide 

stainless applications could satisfactorily employ as thin as .010”, and up to 

430 stainless as an economical and practical material. Po gen Og bs wom 

Type 430 stainless costs 1034 cents per pound less 36” wide as thin as .005 
than the 18-8 grade. Some of our customers are already in commercial finishes and 
saving more than $215 per ton using our MicroRold 430 tempers. 
stainless sheet. Why not investigate the possibilities 
of this general utility 430 stainless. 





























Send today for your copy of our 24-page booklet, 
“MicroRold 430 Stainless Steel Handbook.” 





Washington Steel Co-poration 


8.mM Woodland Avenue, Washington, Pa. 
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VICRTEX V.E.F. rallperera 








can be hung directly on 








lel-ba-e Structural block walls 


You save construction time and costs 


You get beautiful, texturaily interesting, 
colorfully “finished” walls that last 


practically forever 
You are assured of low maintenance costs 


You have wide decorative latitude 








This amazing fabric-backed electronically 





fused vinyl wallcovering can be applied 
directly to any kind of structural block 
wall—cinder, cement, slag, etc. Tri- 
dimensional, strikingly effective in 
design, Vicrtex VEF is almost indestructible 
. won't fade, scuff, crack or peel . . . wipes 
clean with a damp cloth . . . provides an 
attractive, luxurious “finish”’. 


More than 30 patterns . . . 30 colors and color 


combinations to choose from 


*viny! electronically fused 


IMPERIAL SILKE 


Write, wire, phone RIGHT NOW for samples, 
prices, suggested specifications for installation 


~~~ 


RPENTER & COMPANY, INC. 
Empire State Building, New York 1, N.Y. 
LOngacre 4-0080 
Mills: Wharton, New Jersey 


GRASS CLOTH 


MIRRA DISC 





3 tests of strength 








These tests can be made at any roof job: 1. BARROW TEST. Run heavily loaded barrow on line between sup- 
port surfaces. 2. DROP TEST. From height of 12 inches, drop wrapped roll of roofing felt, letting edge strike insula- 
tion. 3. HEEL TEST. Kick the insulation sharply, at any point between flat support surfaces. In these tests, Insulite 
Roof Insulation will not crack, crush or break through. 1l-inch Insulite Roof Insulation was used in tests illustrated 


build better and save with 


INSULITE 


rs INSULITE, made of hardy Northern wood, Insulite Division of Minnesota and Ontario Paper Company, Minneapolis 2, Minn. 
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MIRRA DISC 





in roof insulation 













Here is practical proof of /nsulite’s superior strength... 
and the news about /nsulite Tapered Edge Strip 


For the architect who does not have time to study 
newest detailed technical data on built-up roofing, 
one simple fact may be most helpful: today, more 
than ever before, a sound, trouble-free roof demands in- 
sulation with high transverse and compressive strengths. 

These strength properties are needed to resist 
cracking, crushing, flexing—especially with heavy 
rooftop equipment now in use. 

To demonstrate, in the simplest possible way, the 


For better roofs, specify 
these accessories 


Meta. Geave. GTOor 


2° (Honea, ) Naas Baan ron One: 

















Announcing ...insulite Tapered Edge Strip/ 
Here is a valuable new product—an important “finish 
ing touch” to make roofs more perfect than ever before 
Insulite Tapered Edge Strip is bevel-cut from Graylite 
Roof Insulation. Used at outer edges of flat roofs, it 
underlies felt layers, eliminates sharp angles where 
cracks often develop, carries felt smoothly over edge 
nailing member. May also be used at any point on flat 
roof area to channel drainage. Tapered Edge Strip 
measures 154" at thick edge, tapering to '4". Width is 
] 


12”. Strips are delivered in 4’ lengths 
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insulite Cant Strips have long been acces pte d as the 
at points where roof surface meet 
ind 4°x4 


ideal angle-breaker 
any vertical surface. Made in two size x 


high strength of Insulite Roof Insulation, we sug 
gest the three simple tests illustrated in the photos 
above. Obviously, any material that can withstand 
such punishment can be trusted to handle sever: 
blows and heavy loads. 

With Insulite on the deck . . . and Insulite’s new 
Tapered Edge Strips and cant strips in place ...a 
fine, long-lasting roof is well begun. Want informa 
tion? Write us—Insulite, Minneapolis 2, Minnesota 
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The new Farmers Union Central 
Exchange Office Building at South 
St. Paul, Minnesota. LEHIGH 
MORTAR CEMENT was used 
with brick, concrete block, glazed 
tile, tile and granite. 


contractor reports ECONOMY, SPEED, QUALITY 
WITH LEHIGH CEMENTS 


LEHIGH 
MORTAR 





ARCHITECT: 
Elierbe & Company, St. Paul, Minnesota 


CONTRACTOR 
Graus Construction Co., Hastings, Minn 


SUPPLIER OF MORTAR AND 
READY MIX CONCRETE 

Standard Building Material Co., 
South St. Paul, Minn, 
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**As you know,” writes Mr. Frank Cahill 
of Graus Construction Company, “‘we are 
subject to long and very cold winters. 
Therefore, we chose to use Lehigh Early 
Strength Cement on this job. It proved to 
be an excellent choice as we were able to 
eliminate costly overtime in finishing, 
reduce curing time and put finished con- 
crete into early use. 

e LEHIGH EARLY STRENGTH CEMENT 
* LEHIGH MORTAR CEMENT 


**For all masonry, we used Lehigh Mortar 
Cement. As masonry foreman Mike 
Christenson says, ‘Lehigh Mortar Cement 
performs well in any weather and excells 
in workability and high bond strength.’”’ 
Whatever your cement requirements, 
there are Lehigh Cements that will help 
produce quality work with speed and 
economy. 


e LEHIGH PORTLAND CEMENT 


e LEHIGH AIR-ENTRAINING CEMENT 


LEHIGH PORTLAND CEMENT CO. Allentown, Pa. 


—— ] 


Placing concrete floor made with LEHIGH EARLY STRENGTH CEMENT. Quick-curing concrete permit- 
ted early use of this floor for storage of construction materials. 





They concentrate best when temperature is right 





DI)WERS Engineered QUALITY System 
of Unit Ventilator Control 


provides utmost COMFORT at lowest cost for upkeep 


PNEUMATIC Make sure Teachers and Pupils in your new school enjoy healthful comfort 
thermostats maintain assured by Powers control. It meets the most important requirement for 


classroom comfort—accurate control of unit ventilator discharge temperature. 


Powers LIMITEM Airstream Thermostat is the most accurate instrument 
made for low limit control of unit ventilators. Precise direct control holds 
temperature constant at the point desired without alternate drafts of hot or 
cold air. It needs no auxiliary devices. 


Powers PACKLESS Control Valve gives better control due to reduced valve 
stem friction, eliminates steam or water leakage and banishes packing 


maintenance. Powers correct sizing of valves helps insure good control 


POWERSTROKE Motor 
POWERSTROKE Damper Motor is compact, easy to install and maintain. 





Hesitation spring provides valve-damper sequence control... if y 
planning a new school ask your architect or engineer to include a Powers 


engineered QUALITY system of control. You'll insure utmost comfort at 





lowest upkeep cost. 


For further information contact our nearest office 


THE POWERS REGULATOR COMPANY 


| 
SKOKIE, ILLINOIS) Offices in chief cities in U.S.A., Canada and Mevrico 
| 











65 years of Automatic Temperature and Humidity Control 
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Even in Hot Dry Climates... 


ALLAN AL Ae ed A ed te late ley c— 
NEED NO PAINTING 


Regardless of your climate or location, New 
Fenestra® FENLITE Intermediate Steel Windows 
are the answer to expensive window maintenance 
problems. They give you distinctive appearance, 
lifetime corrosion resistance without painting, 
plus the strength of steel. And, they cost no 
more than ordinary steel windows with two-coat 
field painting. 

This new corrosion-resistant steel window is 
produced by an exclusive Fenestra process de- 
veloped through years of research and testing. 
The FENLITE process alloy-bonds a lifetime zinc 
surface with the steel of the window. It includes 
a special chemical polishing conversion coating 
treatment that protects the surface against the 
natural early corrosion of free zinc. The window 
is also prepared for a tight glazing compound 
bond and for decorative painting, if desired. 
Maintenance protective painting is not required. 


Precision electronic control is necessary for 
every step in the FENLITE process. The windou 
must be complete ly submerged in one dip wm each 
bath! Fenestra’s specially designed “‘million-dollar”’ 
plant is the only one in America with facilities 
to produce FENLITE. 

If you have the responsibility of planning new 
schools or other fine buildings, Fenestra FENLITE 
Intermediate Windows give you other important 
benefits, too. Their slim, but strong, steel sections 
provide more daylight per window opening. Their 
sturdy hardware cannot loosen or “strip out”. They 
are always easy to operate and you can clean and 

screen them from inside the rooms. 

For more information on Fenestra 
FENLITE Intermediate Windows, 
call your local Fenestra representa- 
tive—listed in the Yellow Pages—or 
mail the coupon below. 


The Fenestra FENLITE Finish is also available on the complete line of Fenestra Industrial 
Steel Windows for manufacturing and commercial buildings. 


FENLITE 
INTERMEDIATE 
STEEL WINDOWS 


Ten CSTTA 


INCORPORATED 


Your Single Source of Supply for 
DOORS + WINDOWS - BUILDING PANELS 


Fenestra Incorporated 
Dept. PA-8, 3409 Griffin Street 
Detroit 11, Michigan 


Please send me more information on Fenestra FENLITE 
Intermediate Steel Windows 

NAME 

FIRM 

ADDRESS 


CITY 
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NOT A SINGLE 


-..on Fenestras new 
































SEAM IN SIGHT 


1%" Hollow Metal Door! 














! 
| HOLLOW METAL 
CHCSETAL | coor sme 
| 
INCORPORATED HARDWARE UNITS 


YOUR SINGLE SOURCE OF SUPPLY FOR 
DOORS - WINDOWS - BUILDING PANELS 





Fenestra® keeps the seams invisible on this new 
1%” hollow metal door. No joints to mar the 
smooth flush beauty, either open or closed. 
No joints to loosen after daily use begins. 


With no surface lines, cleaning is as quick as 
wiping a blackboard. Flush top and bottom 
keep dust from gathering. The edges are 
safely smooth. 





Five other important extras enhance the door: 


1. You get added strength and rigidity through 
Fenestra’s exclusive multi-rib reinforcement. 


2. Both inside and out are Bonderized and prime- 
painted at no extra cost. 


3. You buy a complete package: door, frame, 
hardware. All fitted at the factory. 


4. Frames are Fenestra’s famous Lock Miter joint 
frames. Easy to put together and install. 


5. You buy these custom-quality doors at stock 
prices. Fast delivery when you need it is standard. 


Add up the points on this new door and you'll 
see that a lot of time, money and old-fashioned 
common sense went into its development. Why 
not take ten minutes to get more information 
today. Call your local Fenestra representative 
or mail the coupon, below. 





f enesti a Inc rporate d 

Dept. PA-8, 3409 Griffin Street 

Detroit 11, Michigan 

Please send me complete information on New Fenestra 
134” Hollow Metal Door-Frame-Hardware Units 

NAME 

FIRM 

ADDRESS 


CITY 
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KOHLER BATHS 


COSMOPOLITAN-—Luxurious bath of tra- 
ditional style. 6” bench rim, wide flat 


bottom, slope end. 44’, 5’, 5%’ lengths 
for recess; 444’, 5’, for corners. 


MINOCQUA-Space-saving re bath of 
full 5’ length—with 4” bench rim, slope 
end, flat bottom. Trim, low design helps 
give spacious effect to small bathrooms. 


MAYFLOWER—Fresh appearance with 
unique oval bathing area. Integral seats. 
Nearly square, 48” x 44” size, allows 
flexible space-planning. Recess or corner. 


STANDISH—Showering bath—roomy, deep 

suitable for bathing. Space-saving for 
homes, motels, dormitories. Low front 
for convenient access, easy child bathing. 


Kohler baths afford flexibility of arrangement, choice of style—for bathrooms 


of any size or shape. All are first quality, with sparkling, easy-to-clean enamel 


fused to a base of non-flexing iron, cast for strength and rigidity. 


PLUMBING FIXTURES + HEATING EQUIPMENT + ELECTRIC PLANTS 
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KOHLER CO. Established 1873 KOHLER, WIS. 


AIR-COOLED ENGINES + PRECISION CONTROLS 





Architects delighted with 




















New FRY 3-D has natural slate dark colored 
top strip, with tabs in your choice of 13 gorgeous 
colors. When brightly colored tabs overlay dark 
slate strip, the black showing through the tab 
cutouts makes the shingles look 3 times thicker 
Roof has wonderful massive appearance! 





290-LB. ASPHALT SHINGLE ROOFING 


FULL-VALUE BONDED For 20 Years! 


to you and your clients, of the Fry FULL-VALUE 






Today’s decorative trend in roof effects seems to be 
toward a more rugged, massive appearance. 20-Year Bond. Unlike other roofing bonds, or 
Fry achieves this effect most dramatically because “penal bonds,”’ this covers cost of /abor and materials 










of Fry’s unique tab cut-out, which is a full 34” wide. (not materials alone) in the event of specified roof 
As explained in panel above, this strongly failures. Surely, you yourself, as well as your clients, 
accentuates the shadow line, giving a distinctive deserve this complete protection! 
shingle outline on the roof. “Beauty is as For condensed specifications, see Sweet’s 1957 





beauty does,” however, and we cannot too Industrial Construction File: 4 a/Fr—or write us TODAY 


. in strongly emphasize the importance, for complete details and specimen bond 
4 > 
‘ c 
fel, 
BS 







eiriy> LLOYD A. FRY ROOFING COMPANY 


® ro j fe) World's largest manufacturer of asphait roofing and allied products-—— 
‘ 8 
s 









) 
. “ 19 roofing plants strategically located coast to coast 


-< 


ual GENERAL OFFICES: 5818 Archer Road, Summit (Argo P.O.), Illinois 
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12,500 SQUARE FEET OF RAYNOR OVERHEAD DOORS 
PROVED BEST BY ACTUAL TEST! 


TRAMWAY GARAGE 


Denver, Colorado 
Designed by 
KETCHUM & KONKEL 
Built by 
BROWN & SHREPFERMAN 
Raynor Distributor 
LATCHAM & JOHNSON 
DOOR COMPANY 


—_— 





oe 


© QUALITY CONSTRUCTION 
ceccoccscconcoccoscossosonssesesseseeeeeees © DEPENDABLE SERVICE 
© LASTING SATISFACTION 


There’s a Raynor Door For 
Any Commercial Installation 


Raynor Overhead Doors faced a stiff challenge when they 


were installed on this busy, round-the-clock garage. Today, 
ee fatten after 15 months of constant service, under sometimes severe 
weather conditions, Tramway operators report that: “These 
Raynor doors work as easily as the day they were installed. 
In an operation like ours, we just can't afford frequent and 
time-wasting repairs or maintenance work.” 


Factory 


If your building merits an eye-pleasing appearance 
Worehouse 7 " 


expect the finest in materials and performance . . . then, 
specify Raynor doors. 


Check Your Telephone Directory or 
Write Direct for the Name of Your 
Nearest Raynor Representative 


RAYNOR MANUFACTURING COMPANY, DIXON, ILLINOIS 
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An easy way to guarantee your kitchen designs is to say 
HOBART when you specify the food, kitchen and dish- 
washing machines that complete your layouts. 

There are several distinct advantages to all concerned 
in specifying Hobart machines: one source of supply for 
all machines with local representation as near as the 
phone; a broad line that offers a variety of sizes, styles 
and capacities—layout flexibility; the backing of a manu- 
facturer who has earned a reputation for building quality 
equipment over a span of 60 years. 


Hobart 


The World's Largest Manufacturer of 
Food, Kitchen and Dishwashing Machines 


A-200 401 


FW-150-4 


When you specify Hobart, you are specifying equip- 
ment that is preferred by chefs and kitchen managers. 
Ask the man who has used Hobart machines... he'll tell 
you of their ruggedness, smoothness and economy of 
operation, and the unequaled dependability of Hobart- 
built motors—outstanding design and sanitation features 

As an architect you can appreciate these facts. Check 
Sweet's Architectural File for complete specifications and 
capacities on all Hobart kitchen and dishwashing ma- 
chines. Or send the coupon for detailed specifications. 


The Hobart Manufacturing Co., Dept. HPA, Troy, Ohio 
Please send information and 


Slicers 0, Tenderizers 0, Food Waste Disposers 0. 





specifications on Hobart Food Cutters 0, 
Dishwashers 1), Glass Washers 0, Mixers (1), Peelers 0, Meat Saws 0), 











Alcoa Aluminum fabricated in 


7 different ways 
for Frank D. Whalen School 


The versatility of 
Alcoa® Aluminum 
as a basic building 
material is clearly 
demonstrated by 
the ways it was 
used by architect 
and fabricator alike 
for Frank D. Whal- 
en Jr. High School 
135, Bronx, N. Y. 
Albro Metal Prod- 
ucts Corporation, 
with its complete fabricating facilities, pro- 
duced curtain walls for the facing; windows 
and doors and their frames; spandrels; 
covers for masonry; and ornamentation. 
Such varied uses of aluminum fitted the 
architect’s need for a light-weight, easy- 
to-handle material that required no main- 
tenance, would last indefinitely and bring 
distinctive beauty to the contemporary 





Polishing aluminum door on moving belt 
at Albro Metal Products Corporation. 





design. Exterior treatment is of aluminum 
paneling which blends with two-color brick. 

These and other uses of aluminum are 
being followed throughout the country in 
the building of schools where its low first 
cost, elimination of maintenance, lower 
heating and cooling costs and a five per 
cent gain in usable floor space are but a 
few of the major advantages of this 
building material. 

As with Albro Metal Products Corpora- 
tion, Alcoa works closely with qualified 
fabricators on the engineering and design 
of wall systems and other applications of 
aluminum. Alcoa does not bid on these jobs. 

And Alcoa architectural specialists are 
ready to work with you in the use of alu- 
minum in building construction. There’s 
a great deal of help available at your near- 
est Alcoa sales office. Or write Aluminum 
Company of America, 1890-H Alcoa 
Building, Pittsburgh 19, Pa. 


Welding two sections 


of aluminum windows together. 






























Albro milling machine routes out channel 
for door hardware made of Alcoa Aluminum. 





| N as 


—— 


N.Y 





Owner: Board of Education of the City of New York 
William H. Correale, Director of the 
Bureau of Construction 

Architect: Michael L. Radoslovich, AIA 
Chief Architect of the Bureau of Construction, 
Boord of Education, City of New York, N. Y 


General Contractor: Caristo Construction Corp 


Brooklyn, N. Y 
Aluminum Subcontractor: Albro Metal Products Cort 


Bronx, N, Y. 


Your Guide 
to the Best 


in Aluminum Valve 
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Television's Finest Live Drama 
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Get what you specify “and then some” in 
Job-Proved CELOTEX Roof Insulation 





















Permanently efficient insulation. . . plus important on-the-job advan- 
tages: Rugged, hard-to-damage. Lightweight, easy to handle and apply. Clean- 
cut, snug-fitting edges insure flush contact at joints. A smooth, solid base for 
roofing felts. Ideal mopping surface, excellent bond. Exclusive Ferox® treat- 
ment protects effectively against dry rot. 






? cp. 
: 


1857 5 


Performance-predictable. In Celotex Roof Insulation, you get what you 


















specify —and then some! You get the assurance of dependable performance — 
job-proved ability to stand up to time, wear, weather. Billions of feet have been 
used on buildings of all types, all over the country. Many of these installations 
have been in service for twenty to twenty-five years and are as sound and 
efficient as when applied. And, thanks to continued research and manufac- 





turing advances, the improved product made today is better than ever. 
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FOR SPECIFICATIONS, SAMPLES, INFORMATION MANUAL, WRITE THE CELOTEX CORPORATION, 120 S. LASALLE ST., CHICAGO 3, ILLINOIS 


Wheeling and heeling hold no terrors. 
Celotex Roof Insulation takes heavy job and 
maintenance traffic in stride. Strong, rigid, crush- 
resistant, uniform density and thickness. Com- 
presses only about 1% under load of 700 Ibs. 
per sq. ft. No worry about punctures, breaks or 
depressions that become hidden weak spots un- 
der roofing. 


“REGULAR 4 











A type for every job requirement. 
Preseac: Asphalt-coated on both faces and 
edges for greater protection against moisture 
pick-up. CHANNEL-SEAL: Bevels on deck-side 
form network of channels for equalization of air 
and vapor pressure, providing extra protection 
against blistering and separation of felt and 
insulation, asphalt-coated. REGULAR: Uncoated 
Celotex board. Recognized standard where low- 
est cost insulation is required. All in a variety of 
thicknesses. 


See 1957 Sweet's Architectural File, catalog 100 Ce 
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New STYLING plus the unique, unit-construction of Unilocs now offer you an 
exceptional opportunity to emphasize the extra care given to details in your 
planning. Unilocs are not ordinary locks in any sense of the word. Their 
conception is based upon the complete assembly of lock parts at the factory 
so that no disassembly is required for installation or removal. Thus all cramp- 


ing or binding of parts is avoided—smooth action assured—and wear 
reduced to a negligible factor. Finishes available include: dull brass, polished 
brass, dull bronze, bright chromium, dull chromium and dull aluminum 
Ask your Russwin representative to show you the new Turbo and Aero 
designs. Be sure to check and compare costs. Russell & Erwin Division, 


The American Hardware Corporation, New Britain, Conn 
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UNILOCS 


imphon j n lock making 
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MODERA DESIGN BRISTOL DESIGN MONO DESIGN 
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Architects: Aeck Associates, Atlanta, Ga. 
Floor Contractor: Southeastern Flooring Company, Atlanta, Go. 
Director of Athletics: Bobby Dodd 


The new $1,500,000 mushroom-shaped Alexander Memorial 
Physical Education Center at Georgia Institute of Technology, 
Atlanta, Georgia, which opened its doors on November 30, 
1956, for the Georgia Tech-Duke basketball game, provided a 
dramatic example of the Loxit Floor Laying System. The 
auditorium floor “in the round” has 14,000 square feet of 
*°¢" x 144" northern hard maple flooring with all the beauty, 
permanence, simplicity of maintenance and economy that 
only the Loxit Floor Laying System makes possible. This 
simple, practical, mechanical system solves all the problems 
of wood floors laid on concrete slabs. The flooring is laid in 
the same way that a nailed floor would be laid, but instead of 
using nails to fasten the flooring, a cleverly designed metal 
clip is used in combination with a metal channel. The clips are 
slotted to adjust themselves automatically to the tongue and 
groove of the flooring. Loxit-laid floors COST NO MORE 
usually less than conventional type nailed floors. Ask the 
architects, the contractors and the owners who have had 
experience with Loxit-laid floors, many of which have been 
giving fine service for more than 15 years. 


Write today for 
literature and samples. 
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LOXIT SYSTEMS, INC. 


1217 W. WASHINGTON BLVD., 





THE HEART OF THE : 
LOXIT FLOOR-LAYING SYSTEM 






ADVANTAGES OF LOXIT-LAID 
WOOD FLOORS when laid over concrete slabs 
in accordance with Loxit specifications: 


1 Uniformly “live” resiliency 8 No adhesives 


throughout 9 No wood sleepers 


2 Positive end match protection 80 0 weed atGes 


3 Expansion limited (no 1 


a Simple slab construction (no 
expansion joints needed) 


inserts) 
4 Floor can be laid tight and 12 


, Only light grouting required 
stays tight 


—He" thick 


5 Eliminates squeaks 13° Easy to lay—no special tools 
6 Total thickness (using 7%" necessary 


flooring) only 1 /e" 14 
7 No nails 


Easy to maintain—floor lays 
level and stays level 


WORK CLOSELY WITH YOUR ARCHITECT. //is knowledge, experience 
and personal interest in your building are 
your best guarantees for a good job. 


CHICAGO 7, ILLINOIS 
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WHY UTZON WON SYDNEY COMPETITION 


In our March 1957 News Survey, we presented preliminary 
data on the project by 38-year-old Joern Utzon, Danish 
Architect, that won the international competition for design 
of the Sydney, Australia, Opera House. On this month's 
cover and on these pages we now show the first photo- 
graphs of the model and several of Utzon's drawings of 
the provocative scheme, with its remarkable soaring roofs 
composed of interlocking, concrete-shell vaults. 

Public reaction in Australia has run the gamut, as was 
only to be expected: from “an immortal piece of architec- 
ture” to "a disgraceful state of affairs"; from "a delightful 


fantasy" to "a collection of abandoned umbrellas.” 

In an attempt to put the design in objective perspective, 
let us quote from Utzon's own comments and also from the 
report of the Jury. As Readers probably recall, the site is 
Bennelong Point, which projects into Sydney Harbor, with 
water views on three sides. 

Utzon, commenting on his solution, says: “The architec- 
ture emphasizes the character of Bennelong Point. . . . The 
approach of the audience is easy and as distinctly pro- 
nounced as in Grecian theaters by uncomplicated staircase 


constructions. . . . The requirements of the fire regulations 
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have been met by exits directly on terraces from any room 
in any story of the Opera House. Dead space for fire 
escapes has been avoided completely. The audience is 
assembled from cars, trains, and ferries, and lead, like a 
festive procession, into the respective halls. . . . Light, sus- 
pended concrete shells accentuate the plateau effect and 
the character of the staircase constructions. Ceiling and 
walls of wooden acoustical panels continue in overhead doors 
closing toward foyers and entrance areas, which, in their 
turn, are closing toward open-air areas with overhead glass 
doors. This construction implies the possibility of a com- 
plete opening of halls, foyers, and public areas toward 
open-air during intermission whenever weather permits and 
presents to the audience the full sensation of the suspended 
shells while moving through the foyers commanding the 
beautiful view of the harbor. . . . The whole exterior radi- 
ates lightness and festivity and is standing as a clear con- 




















trast to the square harbor buildings of Sydney.” 

Incidentally, Utzon explains the separation between the 
two auditoriums which, on first glance, may appear to be 
a single space: “Each auditorium is enclosed by two sets 
of overhead doors, the exterior set of glass and the interior 
set of wooden panels, like the acoustical roofs as appear- 
ing in the cross-section. This means that four walls, plus 
open air, separate the auditoriums from each other." 

The Jury, composed of J. L. Martin, Eero Saarinen, 
Cobden Parkes, and H. |. Ashworth, was nearly unqualified 
in its praise: 

"The drawings submitted for this scheme are simple to 
the point of being diagrammatic. Nevertheless, as we have 
returned again and again to the study of these drawings, 
we are convinced that they present a concept of an Opera 
House which is capable of becoming one of the great build- 
ings of the world. We consider this scheme to be the most 









































original and creative submission. We are . . . absolutely 
convinced of its merits. 

"In the first place, it has the merit of great simplicity 
of arrangement. A massive base emphasizes the character 
of Bennelong Point. The auditoriums are arranged like Greek 
theaters in this rising base and are approached either under- 
ground from cars, or externally along a magnificent, cere- 
monial approach. This approach and the auditorium steps 
form a rising plateau in which the highest point of seating 
is about 40 feet above the ground. This conception solves 
by elimination all the complex needs of escape which form 
so much dead space in a multistoried building. .. . 

"The great merit of this building is the unity of its struc- 
tural expression. One of the most difficult problems of 


opera-house design is to relate the stage tower to the sep- 
arate and surrounding buildings, and this becomes of par- 
ticular importance on this exceptional site. The solution 


suggested in this scheme is that the two auditoriums should 
be roofed by a series of interlocking shell vaults in which 
the high stage is only one of a series of separate shells. 
This creates a striking architectural composition admirably 
suited to Bennelong Point. The white, sail-like forms of the 
shell vaults relate as naturally to the harbor as the sails of 
its yachts. It is difficult to think of a better silhouette for 
this peninsula. The dynamic form of the vaulted shape con- 
trasts with the buildings which form its background and 
gives a special significance to the project in the total land- 
cape of the harbor. . . 

"Whilst this scheme substantially conforms to the condi- 
tions laid down, we are aware that it is open to many 
points of detailed criticism and a number of corrections 
would have to be made, but we feel that, at this stage, 
the general breadth of the imaginative concept is an over- 


riding consideration. . . ." Model photos: Carl E. Rosenberg 




















p/a Washington report 











by Frederick Gutheim 


Expansion problems at both ends of Penn- 
sylvania Avenue continue to dominate the 
architectural news from Washington. The 
White House staff needs have been widely 
publicized, and several ways of meeting these 
growing space requirements have been of- 
fered. While the controversial plan to remodel the East 
Front of the Capitol seems to have been shelved for this 
session, the Congressional needs which stimulated it remain 
to generate additional design ideas and building proposals. 





At the White House there has been some hesitation in 
adopting forthright and aggressive measures to get the 
office space required. In the remodeling of the Executive 
Mansion, in 1950, the White House offices were left un- 
altered. This, in itself a mistake, was caused chiefly by 
Congressional stinginess. Neglected also were the parking 
needs of the Executive Office staff, facilities for the mil- 
lions of tourists who visit here annually, and improvements 
to the White House grounds. The omissions became critical 
when the Roosevelt-Truman style of one-man Administration 
was succeeded by the highly professional managerial opera- 
tions of President Eisenhower and his greatly increased staff. 
There is no question that the operations of the Executive 
Office, and its control of the several Executive Departments 
have vastly improved. But more people on the job means 
super-saturation of the limited space in the White House 
offices. The first step toward relief was a careful space 
utilization and allocation study, undertaken by a firm of 
management consultants. When it became clear that the 
only remedy was additional space, an Advisory Commission 
on the Presidential Offices was set up. (The architect-mem- 
ber of the Commission was William Douglas Orr, a former 
AIA president and member of the Commission that super- 
vised the 1950 White House modernization.) The newer 
Commission has now reported on seven alternate plans it 
has studied. The report passes over some other possible 
plans, including use of the Treasury Building, and the re- 
moval of parts of the Executive Office staff to locations 
several blocks from the White House. The favored plan 
would raze the present Executive Office building, just west 
of the White House. In its place would be erected a new 
office building to house only the Executive Office functions. 
This structure would be connected by a tunnel to the White 
House itself, and the street separating the two buildings 
would be closed and covered by the extended White House 
grounds. North of the proposed building site, facing 
Lafayette Square, a second new building would be built 
to accommodate the “other organizational units of the 
Executive Office” (presumably Bureau of the Budget, Na- 
tional Security Council, Office of Defense Mobilization, and 
similar agencies now located in the Executive Office build- 
ing). Against this plan are those who would like to retain 
the architecturally flavorsome "Old State" building, and 
those advocating the preservation of the residential scale 
of Lafayette Square. If historical, architectural, and civic 








objectives are put aside, and the problem regarded exclu- 
sively in engineering and management terms, the recom- 
mended plan does indeed seem the best of those studied. 
But it seems to me highly unlikely, as well as wholly undesir- 
able, that a decision of this magnitude should be based 
on such narrow criteria. Indeed, two members of Congress 
who are members of the Commission, have already opposed 
the plan on just such grounds. Furthermore, the plan ignores 
two specific questions that ought to have been considered 
in any such comprehensive scheme—the steady advance of 
the District highway department toward making the White 
House an island surrounded by main arterial roads, and the 
provision of adequate off-street parking for the cars of 
Executive Office employes. These gaps seem to me so 
serious that the entire plan will probably meet eventual 
rejection by the Congress, and some new group will have 
to start again with a fresh approach to the problem. 


On Capitol Hill, a $100-millions program of new and re- 
modeling work is under way, headed by a third House 
Office Building with a price tag of $64 millions. To main- 
tain equality among the members, the two existing office 
buiidings are to be remodeled to provide three offices in 
the space now occupied by two. Further remodeling will pro- 
vide a large cafeteria and an underground parking garage, 
both occupying space in the courtyards of the two House 
Office Buildings. All of this work is being done at monu- 
mental standards of design and construction, as is the new 
building to increase the space available to Senators. Apart 
from considerations of luxury, which would startle any mem- 
ber of Congress if he encountered them in the budget of 
any Government agency, one is given pause by the fact 
that this building program is required by an arm of Gov- 
ernment that has not increased in size for years. We still 
have the same number of Senators and Representatives. 
But the manner in which they work is vastly different from 
a half century ago, or from the way in which the members 
of any other parliamentary body in the world works. The 
elaborate network of services to constituents, the structure 
of committees and their staffs, the practice of campaigning 
the year round—these provide the occasion for the clerks, 
stenographers, administrative assistants, and others who 
must be housed, fed, their cars garaged, and their other 
needs served by new construction. | detect no signs of a 
reaction against these developments. On the contrary, 
every development seems to be accepted by all concerned, 
including the public, as necessary and desirable. 


@ The long controversy over a mid-Potomac crossing in the 
vicinity of the Lincoln Memorial appears to have been 
concluded by a Senate decision to construct a tunnel rather 
than a bridge. While | have long felt that additional cross- 
ings here would not be necessary if other bridges sched- 
uled to be built were given priority—and much central 
area traffic thus diverted—a tunnel is greatly to be pre- 
ferred to any bridge in this monumental area. 








© A new expansion program to be completed in 1958 will 
increase facilities of Television City in Hollywood, Calif. 
(above). Production-center addition will have an increased 
160,000 sq ft while new eight-story administration building 
will contain 110,000 sq ft of floor space. Pereira & Luckman, 
architects-engineers for the CBS city, have integrated the 
project with the original plan. Production center will include 
two TV studios, rehearsal halls, other expanded facilities. 
Administration building will be of aluminum and glass with 
glass-covered spandrel construction: production center will 
be concrete from ground to studio level, steel frame above. 
Interiors will be executed by Knoll Associates, New York. 


@ Two international architectural competitions have been 
announced by Union Internationale des Architectes. Cen- 
tral Committee of Qaide-Azam Memorial Fund competi- 
tion is for construction of mausoleum of Quaide-Azam 
Mohammed Ali Jinnah at Karachi, Pakistan. Winner will be 
employed as architect; closing date, Oct. 31. . . . Comite 
International d'Auschwitz, assisted by UIA, is sponsoring 
competition for international memorial at the site of 
Auschwitz-Birkenau concentration camp; closes Mar. 15, 
1958. Address inquiries to UIA, Secretariat, 15 Quai 
Malaquais, Paris, France. 


® Redevelopment program for La Guardia Airport at a cost 
of $32 millions has been announced by Port of Authority 
of New York in conjunction with six major airlines using the 
terminal. Improvements will provide convenient and modern 
facilities for expected 7-million air passengers per year. 
Proposed terminal featured in the project (below) will cover 
more than three times the total area of present building. 
New terminal will be a two-level building with four two-story 
arcades providing gate positions. Increased parking facilities 
and other passenger and airlines services are included in the 
project. 
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© Construction has begun on a stressed-skin aluminum dome 
auditorium as part of a new civic center (above) designed 
by Oliver & Smith in Virginia Beach, Va. First of its type 
erected in this country, dome is replica of auditorium re- 
cently completed at the Hawaiian Village Hotel in Hono- 
lulu (March 1957 P/A). Designed by Kaiser Aluminum, dome 
eliminates all interior supports, weighs less than 20 tons. 
Tests show dome can withstand loads of more than 100 psf. 
Consisting of 575 diamond-shaped aluminum panels joined 
by special castings and lockbolts and anchored to 25 con- 
crete piers, dome will be erected by use of a portable mast 
at center of concrete floor. Two wings provide office space 
and other facilities for the civic center. 


® Martin Meyerson has been appointed first Frank Backus 
Williams Professor of City Planning and Urban Research, and 
Director of new Center for Urban Studies at Harvard 
University, announces Dean Jose L. Sert of Harvard School 
of Design. . . . Effective July |, University of Washington 
School of Architecture has been given status as a separate 
college—to be known as College of Architecture and Urban 
Planning. Board of Regents also announced appointment of 
Prof. Arthur P. Herrman as Acting Dean. 


@ Ludwig Mies van der Rohe has been named to Order 
Pour la Merite, Germany's highest honor in fields of science 
and art. . . . Jacques Binoux of MIT has won 1957 Thesis 
Award of National Institute for Architectural Education. 


© 1957 International Lighting Competition has been an- 
nounced by sponsors, National Lighting Bureau and Mc- 
Graw-Hill. Competition, open to architects, engineers, elec- 
tric contractors, electrical wholesale distributors, electric 
utilities. Closing date is Oct. 25. Address inquiries to 1957 
International Lighting Competition, 330 W. 42 St., New 
York 36, N. Y. 

















p/a financial news 











by William Hurd Hillyer 


Inflationary fears mount to a crescendo as 
1957 plows into its third quarter. This is in 
contrast with last year's comparable period, 
when a possible depression evoked by residen- 
tial building shrinkages hovered spectrally on 
the horizon. Conversely, anti-inflation currents 
are discernible in little-publicized areas; and, similar to the 
under-drift of twelve months ago in effectiveness if not in 
direction, these trends are well within the area of architec- 
ture and new construction. 





Copper, e commodity of prime importance in modern build- 
ing, has apparently started the price-loosening process by 
staging a spectacular slump—falling from 60 cents a pound 
in the spring to below 28 cents as this page goes to press. 
As for steel, rising output is expected to spark a softening 
of quotations in that commodity. On the other hand, no 
letup is yet seeable along the cost-of-living front, which has 
touched a 119.6 record index. 


@ "The easy-money fallacy" is decried by an increasing 
number of financial institutions, led by Guaranty Trust Com- 
pany of New York. Architects, who have had the word 
“tight dinned into their ears of late as a monetary obstacle 
to new construction, will be intrigued by the statement that 
“excessively tight" funds are momently mythical. "Actually, 
the present level of interest rates is quite moderate for a 
time of active business,’ states the trust company. Commer- 
cial-paper ratio averages 4°/,, as compared with 7!/2°/, in 
1920. Never until 1930 was a Federal Reserve rate set 
lower than the current 3°/,. Present rates appear high, only 
in comparison with the abnormal lows of depression years 
and the artificially minimized rates of war and early postwar 
periods. At a time of fairly full employment—human and 
mechanized—artificially easy money is seen to be synony- 
mous with inflation. 


@ Purchasers of new and existing homes have a median 
income of $5640 and they paid a median price of $12,000 
in 1956, as compared with the year previous, Federal Re- 
serve Board reveals. More than four-fifths of the houses are 
mortgaged, the median being $8500—mostly owed by 
younger-bracket owners. Only one-sixth of the 65-year-old 
(and plus) owners have a mortgage debt, most of which 
have debt-ratio values of less than 50°/,. Older residential 
purchasers are apt to possess a nearly debt-free home that 
they can lay on the line as equity toward a new dwelling. 
This fact should open up neglected possibilities for architec- 






tural practice. Perhaps too much emphasis in the residential 
field has been placed upon young married couples as pros- 
pective purchasers, sober observers suggest. 


So far as prices for homes are concerned, factual analysis 
yields startling results. When the construction dollar is trans- 
lated into current values, a speaker before the American 
Institute of Real Estate Appraisers declares, the average 
home of 1925 actually cost $2200 more than that of ‘55. 


The supply of mortgage funds is at last growing, according 
to a veteran New England authority. Increasing use of the 
long-neglected second mortgage is credited with part of 
the improved condition. Fresh capital of $65 millions for 
"Fanny May" (Federal National Mortgage Association) will 
give her an added mortgage buying power of $650 millions 
and should ease the situation yet further. 


® Nonresidential building— embracing such edifices as 
schools, stores, factories, churches, hospitals — offers a 
healthy outlook for the remainder of '57. Such construction 
is rising at an 11°, monthly rate, as compared with '56, and 
exceeded $4.7 billions for the first five months of this year. 


@ J.P. Morgan & Co. may have provided business construc- 
tion and remodeling with a dynamic new slogan: “Under 
One Roof." That veteran banking firm has realized a 40-year 
objective by centralizing all its operations in its own build- 
ing. Like Morgan, many prosperous concerns in various 
lines of business through the country have been overflowing 
into rented or adjacent quarters. Such businesses are ripe 
for a unified structural program. Architects will doubtless 
have many of these projects on their drafting boards before 
the year is out. 


@ The rest of the year will see further growth in non- 
Federal public construction outlays, the Federal Reserve 
Bank of Chicago believes. Sustained expansion of building 
activities by municipal and state governments, despite the 
statistical rise in construction costs, is seen as setting these 
authorities apart from business firms and private individuals. 
States and municipalities—unlike major corporations—do 
not often program their construction outlays in anticipation 
of need. This need has already appeared in many areas 
before financing and building can get under way. However, 
the volume of municipal bond sales in the first half of 1957 
was $3.5 billions against $3.1 billions and $2.8 billions in 
similar halves of 1956 and 1955. 
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...adds silent beauty 
in Meadowbrook Country Club 


These handsome ceilings in Tulsa’s new Meadowbrook 
Country Club have a Noise Reduction Coefficient of 
55 and a light-reflection rating of 699%—and they were 
sprayed on! Gold Bond Superwhite Sprayolite was picked 
for this job because it combines greater sound reduction 


with pleasing visual appeal —and because it goes on fast 





(even over intricate contours) without leaving joinings 
when work is interrupted. 


Sprayolite dries, rather than sets, to form a porous, 





sound -deadening surface of uniform color and texture. It 
needs no additional finishing or painting. And Sprayolit 
costs only a few cents more per square foot than conventional 
plaster finishes. 

For information to help you plan your next ceilings 
with Sprayolite, see Section 12d/Na in Sweet's, call 
your Gold Bond® representative, or write Dept. PA-87, 
National Gypsum Company, Buffalo 2, New York 


Three Tulsa firms combined to produce this modern acoustical plaster 
ceiling. Architect: Donald H. Honn; Plastering Contractor: Harry True 
Plaster Co.; General Contractor: Horster Construction Co. 


y 
SPRAYOLITE ACOUSTICAL PLASTER e ldB rl 


NATIONAL cyYPsumM COMPANY 
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Reinhold Publishing Corporation’s 


ANNUAL P/A DESIGN 





PROGRESSIVE ARCHITECTURE announces its fifth annual De- 
sign Awards Program. Awards will be made to architects and their 
clients for PROJECTS NOW IN THE DESIGN STAGE to be built 
in 1958 in the United States. 


PURPOSE of the Design Awards Program is to give recognition to 
good design in the period of design development, rather than after 
completion, in order to encourage the designers and owners of the 
projects so honored. 


AWARDS will be given by a distinguished Jury to best projects chosen 
from nine categories—COMMERCE, EDUCATION, HEALTH, 
INDUSTRY, PUBLIC USE, RECREATION, RELIGION, RESI- 
DENTIAL DESIGN, TOWN PLANNING AND REDEVELOP: 
MENT. Awards will be on the bases of site use, choice of structural 
system and materials, solution of client’s program, and over-all design 
excellence. The Jury will assign projects to the various categories, and 
reserves the right to withhold an Award in any category, as well as to 


honor additional projects by CITATIONS. 


FIRST DESIGN AWARD will be given for the one best project sub- 
mitted. 


JURY will be composed of Arthur Q. Davis, Architect, partner of 
Curtis & Davis, New Orleans; Henry L. Kamphoefner, Architect, 
Dean, School of Design, North Carolina State College; Carl Koch, 
Architect, Cambridge; Ieoh Ming Pei, Architect, New York; and 
Felix Candela, Architect-Engineer, Mexico. 
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AWARDS PROGRAM 


for projects not yet built 





JUDGMENT will take place in New York during September, 1957. 
Winners of AWARDS and CITATIONS will be notified (confidentially) im- 
mediately after the Judgment. 


ANNOUNCEMENT of the winning projects will be made at a presen- 
tation in the home town (if practicable) of the recipient of the FIRST 
DESIGN AWARD. Winning projects will be presented in January 
1958 P/A. As in the past, PROGRESSIVE ARCHITECTURE will 
arrange for general publication of winning projects in other media, 
particularly those in the localities of all the AWARD and CITA- 
TION winners. 


DEADLINE FOR MAILING is August 30, 1957. No application 
blanks are necessary. Simply send, for each project you submit: 

. Client’s name; location and proper name for project. 

. Brief explanation of the program and your solution. 

. Site plan. 

. Basic plans and pertinent sections and details. 

. Perspective drawing or view of model, unmounted photographs or 
photostats (8” x 10”)—no original renderings, exhibit panels, or 
models, please! 

6. Interior plans and sketches, if available. 


ADDRESS on or before August 30, 1957, to: 
Awards Editor, PROGRESSIVE ARCHITECTURE 
430 Park Avenue, New York 22, N. Y. 


P/A will carefully guard and return all material that is submitted. 
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Today’s Distinguished Buildings Have Won 
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21 Chapel, Beaumont Boy Scout 


, ’ ~~ Y 
J F . - SF 
ee “s ~s : ; \H Reservation, St. Louis. Eric W. 
He. a sian La Smith, Jr. 1954 Design Award for 
brow “ S Religion (Photo: Robert Frei) 
e = 2 District Court House, Hibbing, 
Minn. Jyring & Whiteman. 1954 
| - ba oe : Award Citation for Public Use 
ae . * (Photo: Warren Reynolds). 
3 Medical Towers, Houston. Gole- 
mon & Rolfe. 1954 Award Citation 
for Commerce (Photo: Paul Dor- 


sev). 
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P/A Design Awards 


1 House, Pasadena. Carl Maston. 1956 Design 
Award for Residential (Photo: Margaret Stovall) 
2 Coquina Beach Day Use Area, Cape Hat 
teras. John B. Cabot, Supervising Architect, Na 
tional Park Service. Donald F. Benson, Project 
Architect. 1956 Award Citation for Recreation 
(Photo: Cape Hatteras National Seashore Recre- 
ational Area) 

3 Animal Rescue League Building, Boston 
Hugh Stubbins. 1956 Award Citation for Publi 


Use (Photo: Gottscho-Schleisner) 


The P/A Design Awards Program, now going into its fifth year, 
has brought to public attention an impressive number of projects, 
which are now distinguished buildings. In all parts of the 
country, from large structures to small ones, in every conceiv- 
able functional category, these buildings have benefited from 
the original recognition and the wide newspaper and magazine 
publication resulting from Awards and Citations received from 
P/A’s fine Juries. A small sampling of these winning designs 
which are now completed structures is shown here. Many of 
the winners have since won other honors as finished buildings. 


1 Riverview, Home for the Aged, Phila 
lelphia. Bellante & Clauss. 1955 Design 
Award for Public Use (Photo: Lawrence 
Williams) 

2 San Pedro Community Hotel, San 
Pedro, Calif. Richard J. Neutra & Robert 
E. Alexander. 1955 Award Citation for 
Residential (Photo: Julius Shulman). 

3 Transportation Center, Philadelphia 
Vincent G. Kling. 1955 Award Citation for 
Commerce (Photo: Lawrence Williams) 
4 Continuing Education Center, Athens, 
Ga. Stevens & Wilkinson. 1955 Award 
Citation for Education (Photo: Robert L 
McGinnis) 

S Wilson Junior High School, Mecklen 
berg County, N.C.—A. G. Odell, Jr. 1955 
Award Citation for Education (Photo 
Joe Molitor) 

6 Meadowbrook Country Club, Tulsa, 
Donald H. Honn. 1955 Award Citation 
for Recreation (Photo: Bob Hawks, Inc.) 
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America’s Finest 


Aluminum 
Windows 


Only Adlake combines 
these 6 
basic advantages: 


e No warp, no rot 

e Minimum air infiltration 

e No painting, no maintenance 

e Finger tip control 

e No rattle, stick or swell 

e Guaranteed non-metallic weather stripping 


Also, Double-hung Windows with 
Patented Serrated Guides 


THE 


Adams & Westlake 


COMPANY . Elkhart, Indiana 


Building: Immaculate Conception School and Convent, 
Portage, Wisc. 

Architect: John J. Flad & Assoc., Madison, Wisc. 

Contractor: T. S. Willis, Janesville, Wisc. 

Type: Adiake Curtain Wall and Projected Windows. 





preview 


for september 


PROGRESSIVE ARCHITECTURE 


Construction of new hotels and motels has quickened consider- 
ably recently . . . architectural firms are designing more and 
more facilities for today’s great upsurge of travelers. In 
SEPTEMBER P/A, a number of notable hotel and motel struc- 


tures will be examined in colorful presentations, including: 


®@ Nautilus Motor Inn, Woods Hole, Massachusetts 
E. Gunnar Peterson, Architect-Owner (geodesic- 
domed restaurant designed with Buckminster 


Fuller) 


® The Sands Motel, Tucson, Arizona 
Hausner & Macsai, Architects-Engineers 


® Hotel Sheraton, Philadelphia, Pennsylvania 
Perry, Shaw, Hepburn & Dean, Architects 


®@ Park Plaza Hotel, Toronto, Ontario, Canada 
Page & Steele, Architects 


®@ Hotel Indonesia. Djakarta. Indonesia 
Abel M. Sorensen. Architect 


Materials and Methods Articles: “Lighting Design for Actor’s 
House,” Pacific Palisades, California. William R. Stephenson, 
Architect; lighting design by -Eugene W. Commery, General 
Electric Company. Staff-written. “Lederle Laboratories,” Mexico, 
D. F. Alejandro Prieto, Architect; design and calculation of 
structures by Felix Candela. A staff-prepared examination. 


Progressive Architecture In America. A series of several discus- 
sions on “Early Developments in Reinforced-Concrete Construc- 
tion” will begin this month. The pioneering contributions of 
Ernest L. Ransome in the 1880's are Ada Louise Huxtable’s 
topic in September. Mrs. Huxtable, incidentally, has recently 
been chosen by Museum of Modern Art and Municipal Art So- 
ciety (New York) to head a research and writing project on 


contemporary architecture. 


Brickyard Architecture, text and illustrations by 
Marianne Goeritz. A photographic report on the 
little-known but dramatic compositions by the brick- 
makers of Mexico. Hand-made bricks are stacked in 
unique patterns during drying and storage. 


Interior Design Data. Louise Sloane’s section in September will 
be devoted to Advertising Agency Offices, showing the work of 
Anshen & Allen, Architects; and Designs for Business and Ann 
Hatfield, Designers. 


PROGRESSIVE ARCHITECTURE 


ARCHITECTURAL PROGRESS 








RECREATION BUILDINGS 


New facilities for recreation are urgently 
needed—the outdated must be enlarged, 
redesigned, or replaced. To assist the 
architect in the task to be carried out and 
to augment the up-to-now sparse literature 
on the subject, this issue of P/A and a 
forthcoming comprehensive volume in the 
Progressive Architecture Library (below) 
have been prepared. The following words 
excerpted from Recreation Places point 
to the great need: “The continuing tech- 
nological revolution that is providing all 
Americans with more and better goods 
and services and higher incomes is also 
supplying them with more leisure to de- 
Approximately half 


vote to recreation. 


the employed people in the United States 
now work between 35 and 40 hours per 
week, and about one-sixth work less than 
35 hours. The President’s Commission on 
Materials Policy foresees an average 34 
hour week by 1957. The three-day week- 
end may become standard for many 
groups of workers. The increased leisure 


afforded by 


be further supplemented by 


the shorter work week will 
additional 
paid holidays—and by longer paid vaca- 
tions. Although improvements in our na- 


tional social security system and wide 


spread retirement pension plans will 


enable elderly people to enjoy the leisure 


of retirement at an earlier age than in 


the past, many of them will decide to 
work beyond the usual retirement age of 


sixty-five. In the years ahead probably a 


goodly proportion of the elderly will be 


satished with about the same amount of 


leisure as younger workers. Great num 


bers of workers of all ages may gain 
more leisure from a significant urban de 
velopment of our times—wider geographi 
dispersal of manufacturing plants, retail 
establishments, and professional and exe: 
utive offices. From now on, more people 
may live within relatively short distances of 
their places of employment Recreation 
in the home community may play a far 


more important role than it does today.” 


Recreation Places by Wayne R. Williams, 
Planner. Reinhold Pub 
lishing 130 Park Avenue. 
Vew York 22. N.Y. Scheduled jor publi- 
$12.50 


Architect and 


f orporation, 


cation in September 1957 


August 1957 





recreation buildings 


Purpose of the wall was not to reflect or deflect 


sound but rather to lend interest and focus to a 


sprawling ten acres of ball fields, tennis courts, 
and picnic areas. Oval concrete platform is used 
for concerts, graduations, and other ceremonies. 
Undulating backdrop of 6°x8"x18" red anthracite 
cinder blocks gives sense of enclosure. Jules Gregory, 


Architect Photos: Frederic Ramsey, Jr 


After all, 


‘recreation’ does mean ‘refreshment of the 


plead. I remember once hearing 
Aalto 


designs for a progressive school. All knew 


RECREATION, a broad definition by John we should include more. ously 


Dean of Humanities and Alvar criticize a set of student 


M.LT. 
Recreation Places): “An age of speciali- 
tolls. Not the 


E. Burchard, 


Social Studies, (excerpts from strength and spirits after toil; diversion; 


play.’ It is in forgetting the word ‘diver- the heights of the little desks and other 


zation levies its least of sion’ that specialism may lead us astray.... things that little ones need in a progres- 


these is the insistence that specialism re- 
main specialized. Thus, the word ‘recrea- 
tion’ has come to have a limited meaning 
for most of us. ‘Recreation facilities’ at 
once conjures up swimming pools and 
gymnasia and playgrounds and, perhaps, 
stadia and indoor sports palaces. We will 
unnatural stretch of our 


only by some 


imagination be led to include theatres 
and opera houses and concert halls and 
cinema palaces. And museum directors 
that we 


Yet it is 


have so operated, on the whole, 
will not think of museums at all. 
not farfetched to include all these things 


within the comprehensive term. Perhaps 
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All our recreational activities, except per- 
haps one or-two of the outdoor ones like 
skiing, seem to have suffered by too much 
concentration on making the main activity 
The 


course work well. But a little more atten- 


work well. main activity must of 
tion could be paid to the side facilities 
. . . Life is a rounded thing and is not 
parceled out quite as our recreational 
buildings assume it to be. . . . Many rec- 
reation places are handsome, convenient, 
admirably calculated to take care of the 
direct need which brought the public to 
them; but very few show the integration 


of recreation activities for which I seri- 


sive school. Each had incorporated radiant 
heating and north light and color and 
whatever else you have to incorporate. 
But all of the designs looked alike. Aalto 
had a simple but devastating question. 
‘Tell me,’ he said, ‘where does the lion 
come in the window?’ We need more lions 
coming in the windows of recreational 
buildings. All it takes is a little more 
gumption, a litthe more imagination, a 
little 


courage to do something crazy. 


Very few important works have been 


accomplished by the thoroughly sane or 
are the product solely of inexorable logic. 


Orderly recreation, concentrated recrea- 








High altitude snow-shedding trees inspired the 
design of this playful structure. The star-shaped 
plan has in its center a campfire area, slightly 
below floor level. Three of the six points of the 
star are used as sleeping cubicles, the others 
serve as entry, bath, and kitchen. Stressed-skin 
plywood panels are the suggested structural wall 
material for the ski lodge. Campbell & Wong, 
Designer & Architect. Model photos: Morley Bae 


tion, specialized recreation are almost a 
contradiction in terms. Let us have more 
lions and fewer directional signs. . . . The 
utmost imagination may indeed result in 
buildings in which it is not too all-fired 


easy to reach the place where you can do 


the thing you want to do but have to 
encounter something else on the way. But 
neither should the whole business be so 
infernally flexible that you can do any- 
thing anywhere but nothing very well 
anywhere. Rather, the recreational com- 
plex will consist of very specially func- 
tioned spaces put together like a great 
encyclopedia which educates us, not by 
what it tells us about the subject we were 
looking up, but by the other unexpected 
things we find on the way to the truth 
we were seeking. This is what I think 
Aalto meant by his lion.” 
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garden club 


location Portland, Oregon 
architect John Storrs 
associated architects Scott & Payne 


landscape architects Lord & Schryver 
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Estimable advantages of the 100°x250° site 
selected for the Portland Garden Club 
were that it had been the location of an 
old house, existing foundations could be 
re-used, and trees and plant materials 
were already beautifully established 
Planning requirements were: room for 


garden and flower shows; meetings of up 


to 200 persons; a space that could be 





rented readily to other clubs or groups; a 
central headquarters for keeping of rec 
ords: and—of course—a garden. Because 
of the fall-off of the land at the south end, 
a full (above-grade) workroom, with 
separate entrance, could be included at 
a lower level. The shape of the plan forms 
a sheltered courtyard that adjoins the 
relatively level garden expanse, north 
ward 

The architect worked to develop a resi 
dential character and to provide simple 
backgrounds for flower displays, plus a 
measure of elegance for an unusually dis 
cerning membership. Standard wood 
frame, natural-wood finishes (chiefly red 
wood outside and hemlock indoors) dis 
tinguish the design. Steel sash. Club is 
heated by an oil-fired, forced warm-air 
system. General Contractor Norman 


Builders 
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The neo-Oriental feeling is “due in part to 


the fact that many of the members like and 
know a great deal about Japanese gar 

ens,” the architect comments. “If you 
want to call it an ‘Oriental monochro- 
matic, I guess you can ‘ 


Photos: Dearborn-Massa: 
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garden club 


The hemlock-walled main auditorium opens 
both to the garden courtyard to the north, and 
to a lojty terrace on the south (below) that 
overlooks the city and distant Mt. Hood. 


- Deel 
° 


Asphalt tile used for main floor areas approx- 
imates the light tone of the hemlock paneling 
—“here, again, in an attempt to create restful 


space and background for flowers and display.” 
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elub nautico 


location Marianao, Havana, Cuba 


architect | Mox Borges, Jr 
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In bold sweeps recalling the waves of the 
ocean, these concrete shells now link a 
number of formerly unconnected struc- 
tures on the beach. Purpose of the arched 
roof was to provide a cool, airy sun shel- 
ter. Two small enclosures provide the 
entrance-control points for the club: one 
for offices, the other for lockers and keys. 


Foundation and superstructure of the 


arches are of reinforced concrete. Floors 


are paved partly with terrazzo, partly with 


concrete; walls and ceilings surfaced with 
acoustical plaster. Cuban clay tiles pro- 
vide the outer roof skin. Partitions of the 
small, air-conditioned office unit are of 
local brick and glass 

Max Borges & Sons, General Contractor 


Photos: Alexandre Georges 









location 
architect 
landscape architects 


interiors 
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country club 
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Tulsa, Oklahoma 
Donald H. Honn 
Sasaki & Novak 


Knoll Planning Unit 
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Painted screen at the entrance 
porch (right) is built of 7%” red- 
wood. The behind it 


(below) includes inset panels of 


terrace 


ceramic tile (within redwood 
spacers) that echo the tile mural. 
Photos: Bob Hawks, Inc. 





A Citation winner 





in P/A’s Second An- 
nual Design Awards Program, Meadow- 
brook Country Club was built for a newly 


organized group that wanted complete 


country-club facilities, with a special re- 
quest that lounges and dining areas be as 
a. spacious as possible within a limited 


budget. It is built on the high point of the 
160-acre property and overlooks the golf 
course. To achieve the desired spacious 


effect, the lounge, main dining room, pri- 








vate dining room and bar are all treated 
as one huge room, with alcoves 
The building has a light steel frame, 


16-ft 


serve as 


organized in bays; the exposed 


columns also window frames. 
Durable and easily maintained finish ma 
terials include terrazzo floor; used-brick, 
cavity, filler-wall panels; a colorful ce 
ramic-tile abstract mural on a portion of 
the exterior wall; a large brick mural for 


the fireplace side of the lounge; and wal- 












nut paneling in the dining and bar areas 
The building is fully year-round air con 
ditioned. Sash are steel intermediate pro 


with ‘_~ 


jected glass 


roof 


overhangs and fishnet draperies, as well 


polished plat 


Natural light is controlled by 6-ft 


as (later) by the developed landscaping 

Klein & Magnuson were Structural En 
Netherton, Mechanical 
Horstet 


gineers; James C 


Engineer; Construction Com 


pany, General Contractor 
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country club 












On turning the corner at the far end of the fireplace wall 
of the lounge (above), one enters the walnut-paneled 
main dining room (below). Treated as a large alcove 
off the dining room is the bar (left) with walnut-faced 
counter and decorative over-bar wall panels of %” 
solid-core walnut plywood. Floors throughout this area 
are terrazzo; ceilings surfaced in acoustical plaster. 
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A wooded hilltop 
center of the camp provided dramatic views, good 


(acrosspage bottom) near the 


drainage and soil-bearing conditions for the lodge. 
Fireplace hood in center of twelve-sided room may 
be elevated above eye level for dining and games 
(above), or lowered for campfire ceremonies (left). 
Photos: M. E. Warren 
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It would be difficult to imagine a more 
direct and pleasing architectural solution 
to the housing needs of 100 Girl Scouts, 
than this one. These were the require- 
ments: a space suitable for indoor dining 
and recreation; a fireplace as focal point 
of the room for camp-fire ceremonies; the 
area to be well lighted and ventilated for 
predominant summer use; the structure 


to be erected at lowest possible cost, using 


we 


. 4 
= 
rs 


a 


girl scout lodge 
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amateur volunteer labor; adequate 
kitchen and service facilities; provision 
for a future administrative wing. The ar- 
chitects’ solution: a twelve-sided conical 
structure with a fireplace in the center, 
circled by twelve dining tables. For dual 
use of the room, the hood of the central 
fireplace may be raised or lowered (open- 
ing page and SELECTED pvETAIL). Ample 


light enters through the screened windows 


around the perimeter and through an apex 
skylight. Natural ventilation is induced by 
a ventilator at the peak of the cone. By 
using the skin of the building as a struc- 
turally integral part, framing members 
were kept to minimum size and weight 


Kitchen 


kept low to dramatize the 


and administrative wings were 


bold form of 


the lodge 















public beach 


location Lake St. Clair, Michigan 
architects O'Dell, Hewlett & Luckenbach Associates 
associate-in-charge George K. Harris 


landscaping | Huron-Clinton Metropolitan Authority 
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Metropolitan Beach, a lakeside public re- 
sort developed for the five-County Huron- 
Authority, is 22 
miles from downtown Detroit. The 550- 


Clinton Metropolitan 
acre property, which has parking for 
6000 cars, a boat basin, extensive picnic 
grounds, and various on-land recreational 
facilities (including an 18-hole golf 
course), is of interest, architecturally, 
both for its over-all plan and for the 
group of buildings disposed along some 
2400 feet of the beach bordering Lake 
St. Clair. 
Outside the complex shown in the 
aerial photograph is a dance area (across- 
page bottom), with 40°x80' floor, stage, 
canopies, and seating along the sides. 


Consultants to the architects were E. R. 





and William 


conditions. 


Little Associates, Engineers; 
Housel, 


Required sizes of the bathhouses and 


Consultant on soil 


other major facilities were determined by 
the Huron-Clinton Metropolitan Author- 
ity, with Earl Andrews serving as Con- 
sultant. The Architects wish special credit 
given to the Authority’s Director, Ken- 
neth L. Hallenbeck, and to Klenner and 
Lamley, respectively Chief Engineer and 
Landscape Architect for the Authority. 
The main building group is organized 
in a crescent following the curve of the 
300-ft-deep beach. The First Aid Building 
and main Food Bar and terrace (above ) 
are joined by a canopy. To the rear of 
Administration 


the latter is the wing 


include an Olympic 


Future units will 








size swimming pool, continuation of the 
boardwalk, overlook buildings at either 
end of the walk, and an artificial skating 
rink 

The buildings chiefly rest on concrete 
piles and wood piles (undeveloped site 
was a swampy area); main units have 


steel frames, masonry walls, and con- 
crete floors and roofs. Sash are alumi- 
num. Both incandescent and fluorescent 
lighting are used. The whole developed 
area has area lighting, or provision for 
its installation in the future 

General Contractors for various units: 
( E. Tackels, 
Ceorge W 


Construction Company 


Barton Malow Company, 


Auch Company, and Whitman 


Pp loe Munroe; Lens-Art 
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A curved canopy (acrosspage top) borders the central 
plaza and leads from the Food Bar (out of photo, 
foreground) to the bathhouse (background). The 
latter (above) contains 6000 lockers, 192 private dress 
ing rooms, showers, and rest rooms. Locker units 
(acrosspage), while protected from rain by short 
canopy roofs, are open to sun and air. Banks of 
shower stalls, with central service core, form the 


division between men's and women’s dressing areas 
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island resort 


location St. John, Virgin Islands 


architects LoFarge, Knox & Murphy 





partner-in-charge L. Bance! Lafarge 
site planner-landscape architect Bryant J. Lynch 
interior decorator-color consultant Ann Hatfield 











Alexandre Georges 
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island resort 


The northwest tip of St. John, the small- 
est of the three (U.S.) Virgin Islands and 


National Park, is 


the location of Caneel Bay Plantation. 


also the site of a new 


This beach resort takes its name from the 
18th 


mill on the 600-acre site. 


picturesque ruins of an Century 
Danish 


The prime objective of landscape planner 


sugar 


and architects has been to maintain the 
primitive beauty of this remote island. 
Guest houses informally follow the south- 
western seashore and all are oriented 
toward the magnificent views. At present, 
including some previously existing build- 
ings which have been rehabilitated, the 
resort can house 90 persons. Total occu- 
pancy, on completion, will be limited to 
130. Overlooking a yacht basin and a new 
boat dock is the central building, which 
contains kitchen, bakery, stores, office, 


gift shop, manager’s quarters and dining 


and cocktail terraces. A lounge with 
roof deck adjoins the central building. 
Equally well sited and carefully incor- 
porated into the total plan are the hous- 
ing units for the permanent resident staff. 
These cottages are remote enough from 
insure com- 


guests accommodations to 


plete privacy. Another cluster of living 


quarters toward the south has also been 


set aside for the staff. All of the new con- 
struction employs local-stone masonry or 
stuccoed-cement blocks. Foundations are 
poured concrete. For guest facilities, rein- 
forced-concrete slabs were chosen to 
provide structural stability against hurri- 
canes. Staff and service buildings have 
roofs of pressure-treated wood or corru- 
gated asbestos. Unusual factors, such as 
the direction and strength of the prevail- 
ing trade winds, occasional hurricanes, 


the necessity for importing all materials 


lack of 


unskilled 


except local stone, the native 


skilled or 


labor presented many design and con- 


even construction 
struction problems and resulted in delays 
and unusually high building costs. “If 
this had been fully realized at the out- 
set,” writes Architect LaFarge, “termite- 
treated wood-framed roof construction 
might have been preferable, but the fac- 
tor of hurricane damage is ever-present.” 
Numerous engineering problems, to be 
solved because of the remote and primi- 
tive nature of the site, included the in- 
stallation of a water catchment, storage, 
and purification system; layout of the 


electrical distribution system; sewerage 
and storm water diposal; and construc- 
tion of a public highway to connect with 
Cruz Bay. Praeger-Kavanagh were Struc- 
tural-Mechanical Engineers. Richard 


Kelly was Lighting Consultant. 









Cottages for permanent resident staff (above) 






Dining terrace for guests (left and acrosspage 


Guest lounge (below). 








Henry Ries 
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island resort 















New “guest and staff accommodations,” write the architects, 
“were oriented as much as possible to catch the prevailing 
breezes. Air is channeled on the ‘venturi’ principle through 
each suite.” Wind and rain are controlled by aluminum- 
framed jalousies employing redwood or glass blades. Wood- 
slat window shades provide privacy, control sun and light 
in each suite. Patios have openings in the roof slab for air 
movement. 

The interior color scheme is based on earth tones, en- 
livened by bright touches in upholstery, rugs, and cushions 

Typical plan (below) and interior and exterior details 
(acrosspage top and center) of eight-suite multiple unit. 


Photos: Alexandre Georges 
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Plan (above) and patio details (right and acrosspage bot- 
tom) of two-bedroom cottage. 
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YWCA camp 
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Typical unit-activities building 


The program for Camp Grandview, built 
for the Montgomery, Alabama, YWCA, 


involved preparation of a master plan for 


the rebuilding of its inadequate and anti- 
quated camp. Located on a richly wooded, 
rolling 65-acre site, the camp is planned 
for eventual year-round use by religious 
and civic groups; adults, as well as chil- 
dren. First completed units are the main 


lodge; director’s cottage; infirmary; two 











camp units (each with four cabins for 
eight persons, plus a unit-activities build- 
ing); and the entrance gate. From the 
outset, the architects determined to save 
trees wherever possible, and the building- 
design approach was to “maintain a rustic 
quality, while striving for a contemporary 
design character.” Floors of all units are 
plain, smooth concrete for the present; 
roll roofing will be replaced with a built- 


+ 


] 


Contractor. Photos 








Typical cabin for eight 


up roof with white-marble chips when 
funds allow. Structures are mainly wood 
framed, including roof trusses and joists; 
wall areas are of wood board-and-batten 
or native stone. All wood walls are stained 
warm gray to harmonize with the stone 
work. Sash are steel throughout. 

Thomas D. Champion was Structural 
Engineer; Templeton & Mason, General 


Betty Baidwi 
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YWCA camp 

















With the exception of the library (above), 





the public-use space in the main lodge is 






essentially one large area, for lounging, play, 






and dining, with screen partitions that can 






separate the di flerent areas. Wide porches al. 






most completely surround the public areas. 
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sports arena 


location Atlanta, Georgia 


architects Aeck Associotes 
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Perhaps the most remarkable thing about 
this striking new arena — the Alexander 
Memorial Center, designed and built for 
the Georgia Tech Athletic Association on 
the Atlanta campus—is that approximately 
one-third of it (the banks of seating and 
the playing floor) is below grade; side 
walls are almost nonexistent; the arched 
ribs that frame the domed roof are the 
whole structure of the building. Many 
economies resulted from the scheme. 
Each of the 32 elliptical, built-up, welded 
girders (3 ft deep at foundation and at 
top where they meet on a 10-ft circular 
crown girder; 44 ft deep at the haunch) 
are identical which, according to Aeck, 


effected “a great saving in steel design 





The elliptical, built-up, welded girders span 130 
ft from hinged foundations to a circular girder 
at the crown, 10 {t in diameter. The ribs consists 
of a web plate and two flange plates, with bulb 
tees for stiffeners. Wood-chip concrete boarding 
is the sheathing, and the roof surjace is 40-lb 
Joseph W. Molitor 


standing-seam metal. Photos 





and fabrication.” The bowl of the sta 
dium was scooped out of the earth, and 
the concrete seating was poured on grade. 
The arena portion of the Center (a sepa 
rate structure houses mechanical room, 
dressing rooms, practice gym, and the 
Georgia Tech radio station) came to less 
than $15 per foot, complete with indirect 
lighting, speakers, etc. 

The arena structure is 270 ft in diam- 
eter, the dome soaring 50 ft above grade, 
and the playing floor occurring 25 ft 
below grade. Atop the big dome is a 
secondary dome structure 38 ft in diam- 
eter that contains fans to exhaust stale 
air and adjustable floodlights for the 


playing floor. 





Above the 26 pairs of entrance doors 
and completely encircling the building is 
a deep cove (see section) in which 12 
unit heaters are located—units that also 
move fresh air when heat is not needed 
In this same recess there are general 
lighting fixtures, and six platforms that 
give unrestricted vision for television and 
movie cameras, radio and public-address 
announcers. 

Associated the job were Morris. 
Boehmig & Tindel, Inc., 
Charles F 
Donald F 


Mechanical Engineers; and Mion Con- 


on 
Structural Engi 
neers ; Howe, Electrical Engi 
neers; Lindstrom & Associates 


struction Company, Inc., General Con- 


tractor. 
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sports arena 


Diameter of the hard maple playing floor is 
132 {t—large enough for an exhibition tennis 
court, including backstops, or two basketball 
courts. Topping the 38-/t dome structure (that 
houses ventilating fans and floodlights) at the 
peak of the big dome is an 8-it-diameter plastic 


skylight 




























Materials & Methods 


construction 





Foundation: stee! piles 
mpony. Structure: frame: structural steel—Calvert 








Works; walls: brick and concrete; floors: con 
rete: reinforcing steel—Atlantic Steel Company 
roof concrete slabs. Surfacing: walls: outside and 

c brick; rest rooms 


o 
@ 





2) 


glazed tile—Arketex Ceram 


ement finish northern hard-maple sym floors 


Loxit Systems, Inc.; ceiling-exposed 





wood-fiber-cement slabs — Porete Manufacturing 
ompany; rool: standing-seom type Waterproofing 
& damproofing: three-ply membrane under wood 
floors. Insulation: acoustical—Celotex Corporation 
Roof Drainage: drains: wrought-iron pipe. Parti 














tions teric ncrete block and brick. Windows 
tee h—The W ym Bayley Company; acry 
me skylights—Wasco Product r Doors 
e€ erior na entra e 5300's S . r r rire 
& Sash Company. Hardware k sets 
k Company. Paint & Stain: exter 
mec Compony, Ir nterior—The Brier 
equipment 
Specialized Equipment: pub oddress—Alte 
f tion; stadium chair Ame 
npany: Lighting Fixtures: auditorium area 
ry-vapor floodlights—Westir ouse Ele 
tage arec ent f 
Electric Distribution: service entror pone 
t rds—Westinghouse Electr orporation. Plumb- 
ing & Sanitary: American Radiator & Standard 
tary rporation. Heating: boiler rr & 
wer r nit neocters Dr IV * 
American Blower orpora 
Minnear s-Honeywe Reg f 











PROGRESSIVE ARCHITECTURE IN AMERICA 


THE WASHINGTON MONUMENT — 1836-1884 


W ashington, D. C. 
Robert Mills, Architect 
Col. Thomas A. Casey, Engineer 
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For many years, the Washington Monument has been accepted 
as one of the world’s most successful commemorative struc- 
tures. Its severity and size, the classic simplicity of its abstract 
geometric form, have established it as a timeless symbol 
and a great work of monumental architecture. And yet the 
story of its design and erection is an interesting, entertaining, 
but often irritating chronicle of the vicissitudes of architec- 
tural progress. 

This unadorned obelisk, which took more than a million 
dollars and almost a century to build, involved four Govern- 
ment investigations, caused bitter artistic controversy, and 


an international diplomatic scandal, and is as much a symbol 
of the provocative and significant division between 19th 


Century architecture and engineering as it is of national unity. 
It is also a unique cultural monument, in the sense that its 
form evolved through a natural, cumulative process, not as 
the work of one designer but as the result of many forces 
over a considerable period of time. It was begun, according 
completed 


7 0 


to Frederick Gutheim, “in the spirit of romance, 
in the spirit of cold rationalism and science,” and designed 
by “the spirit of the age.” 


hemes notable 





After several false starts, including Congressional authori 
zation of an equestrian statue as early as 1783 and the 
substitution of a mausoleum in 1800 (to be “of American 
granite and marble in pyramidal form’), the Washington 
Monument Society was organized privately in 1833. In 1836, 
a design (see preceding page) by Robert Mills, architect of the 
Treasury Building, was accepted. It called for a 500-foot 
obelisk, surrounded by a massive, colonnaded Pantheon. The 
top of the obelisk was almost flat and the shaft was to be 
ornamented with a plaque and inscription at the base, a 
Masonic star at the top. The total height of the structure 
was 600 feet: its cost was estimated at $570,000 for the 
Pantheon and $550,000 for the obelisk. In 1848, Congress 
authorized the Washington Monument Society, which had 
$87,000 on hand, to go ahead with the million-dollar scheme. 
Optimistically, the cornerstone was laid on July 4, the dedica 
tion speech equating the virtues of the monument and the 
man, in the savored purple oratory of the day: “Build it to 
the skies—you cannot outreach the loftiness of his principles: 
found it upon the massive and eternal rock—you cannot make 
it more enduring than his fame; built it of the whitest Parian 
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THE WASHINGTON MONUMENT, (OBELISK) 


Keim's lMlustrated Handbook of Washington And its Environs 


marble—you cannot make it purer than his life.” 

It was not long, however, before it became apparent that 
sandy clay, not eternal rock, was providing an inadequate 
foundation for the mammoth scheme — and even more 
apparent that there was an acute shortage of funds. Con- 
tributions of commemorative stones kept the work going until 
1854, when international repercussions caused by the shocking 
theft of a large stone presented by the Vatican brought a 
complete halt to all operations. For the next twenty-odd 
years the unfinished monument stood as a picturesque ruin 
on the Washington plain, a romantic point of pilgrimage 
for sightseers and lovers, and a bit of a blot on the national 
pride. After the Civil War, reconstruction brought a new 
impetus for its completion and, as the Federal City refurbished 
in the 70’s for the Centennial Year, the Government took 
over the project. The questionable foundations became the 
subject of a number of investigations by U.S. Army Engineers. 
In 1873, one of their reports suggested that the original, 
elaborate Pantheon be supplanted by a simple terrace, which 
would also serve to conceal the foundation injuries. In 1874, 
after a more careful examination, the Chief of Army Engi- 


neers recommended that the shaft be reduced one third, 
that it be built with thinner walls and lighter materials, 
and that architects be asked to suggest some way in which 
the monument might be finished without adding to its height. 

This request was the signal for an esthetic argument seldom 
equaled in gentlemanly virulence, and a series of substitute 
designs unsurpassed for ambitious vacuity. As examples of 
wedding-cake eclecticism, they comprise a fascinating record 
of the approved academic architecture of the age—and the 
reactions of “informed” architectural criticism. When the 
foundations of the monument were strengthened with concrete, 
from 1877 to 1880, and Congress authorized funds to go 
ahead with construction, the controversy raged in earnest. 
Architects united in a body against the Army Engineers, 
hurling every rule in the current book of architectural 
esthetics at their heads. There was no question in anyone's 
mind that it was a crucial issue—a question of art versus 
mathematics—and that national honor was at stake. The 
American Architect and Building News, calling it, “an 
undertaking so conspicuous and so deliberate that it will 
be accepted by the world as a type of our best progress,” 
urged architects to meet the emergency with “at least a 
respectable show of art,” and damned the stripped-down 
design as “a monstrous obelisk, so cheap to design but so 
costly to execute, so poor in thought, but so ostentatious in 
size.” Mills himself had said that his obelisk, shorn of its 
Pantheon, would look like “a stalk of asparagus.” It was 
called “one of the blankest, meanest, ugliest, and most 
unmeaning piles that ever encumbered the globe . . . .”” and 
was likened to a great, bald factory chimney, perhaps the 
“tallest and ugliest in the world.” All men of culture agreed 
unanimously: “This form of monument is the refuge of 
incompetency in architecture.” 

The Victorian architect based his judgments on a very 
conscious set of esthetic rules. If he condemned all that was 
simple, symmetrical, and unadorned, he admired all that 
was intricate, irregular, and complex. The varied, picturesque 
outline, with ite subtle changes, was considered more “artful” 
than regularity. A plain shape or unrelieved surface was 
“monotonous” and “unimaginative”: infinite and multitudi- 
nous variations of form, scale, and ornamentation, preferably 
of an exotic nature, were the mark of creativity. The degree 
of controlled complication dictated the degree of esthetic 
success. This led to the kind of precieux nonsense that made 
it possible for a respected critic like Henry van Brunt to 
suggest in American Art Review (1880) that while a certain 
design for revision of the monument might be a bit “enthusi- 
astically overloaded in respect to detail,” it was commendable 
for its “strong points of affinity with some of the better 
Hindu pagodas,” and to describe it as “the outline of a heroi 
poem, crowded with incidents, set forth with a degree of 
rhetorical elegance which is full of promise.” A much simpler, 
but equally preposterous scheme by one John Frazer, which 
would have disguised the monument’s stump as a 12th Century 
North Italian bell-tower, was thought to be a “careful, timid, 
precise work of archeological design,” unpleasing in its “mo- 
notonous, round-arched openings,” the “recurrence of similar 
heights of stories,” and its “bald and unstudied outlines.” 
Restraint or rationality was obviously considered equivalent 
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to lack of inspiration. Never a word was said about the 
suitability of these recherché cultural themes for a monument 
of specifically national character. 

It was only to be expected that a design of this nature 
should be solemnly considered as a substitute for the “stalk 
of asparagus.” The Joint Commission of Congress and the 





National Monument Society, established in 1876 to complete 
the monument, approved a well promoted solution by Sculptor 
W. W. Story, in 1879. According to the American Architect 
and Building News (December 13, 1884), “ ... the entire 
obelisk was to be embellished by an ashlar covering of 


porticos, pilasters, and niches, changing the character from 


an obelisk to a campanile,” one of those miraculous trans- 
formations that was not at all disturbing to our grandfathers. 
For Henry van Brunt, this design was much too plain. Based 
on the Florentine Gothic or Giotto’s Campanile, it was in 
acceptable taste, but lacked the multicolored enrichment of 
the original, and was a poor, dull thing by comparison. He 
added, with a sudden flash of insight: “What is to be said 
for an envelope so enormous and costly as this, which depends 
for its character entirely upon the disposition of 44 blank 
windows?” As this scheme would have cost more than three- 
quarters of a million dollars, Congress finally rejected it, 
and after the foundations had been sufficiently strengthened, 
the monument was approved as a simple, 550-foot obelisk. 

Under the supervision of Col. Thomas A. Casey of Army 
Engineers, the work was completed in 1884. Upon Colonel 
Casey's request, the American Minister to Rome, George 
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Perkins Marsh, provided accurate, scientific measurements 
for the obelisk, probably taken from one of Rome's authentic 
examples. On December 6 of that year, the marble capstone 
was set in place. Aluminum was used for the pyramidal apex, 
a material then so rare and new that the 9'4"x51¢" tip cos! 
$225, and was put on display in a Washington jeweler’s store. 
The Engineers were victorious at last: their majestic shaft 
was a logical triumph of the growing scientific spirit over the 
formulas of academic design. It was deeply significant for 
the future that engineering and mathematics had succeeded 
in carrying the day to create a monument of austere and 
enduring simplicity. lt is noteworthy, too, that popular opinion 
was apparently considerably ahead of academic doctrine, as 
evidenced by a commentary in Harper's Weekly (November 
29, 1884): “Ne one can examine this remarkable column 
without feeling that a new advance has been made in archi- 
tecture ... ,” says the unknown correspondent. “Why should 
we not have houses as tall? Why abandon the upper regions 
of the air and cling so closely to the tainted earth?” In 
Chicago, in the same decade, the question was already being 
answered by American architects and engineers. 

ADA LOUISE HUXTABLE 
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This is the third in a series of Case Study Seminars published } 
from tape recordings of discussions held last January at the 
School of Architecture of Tulane University, in conjunction 
with the announcement of results of the P/A Design Awards 
Program. Once again the Editors would like to remind the 
readers that it is the best project that becomes the target for 
critical analysis. Out of 800 entries, what Harry Weese called 
the “five-sixths of the iceberg that you don’t see” (the unpre- 
miated submissions) are much more open to criticism—but of 
course are much less interesting to analyze. 


Minoru Yamasaki 


This project, as you know, is an 
office building for the American Con- 
crete Institute, and it had to be made 
of concrete. It is really a very small 
building — about 90-ft long — with 
offices on both sides of a double- 
loaded corridor. As we thought about 
this building we wanted, of course, 
to use concrete in an attention- 
getting way, but we have designed 
concrete buildings before and in each 
instance I felt that concrete looked 
as though it were a very heavy ma- 
terial, and so in this case we wanted 
to find a way to use concrete and 
still keep it looking very light. That 
is the reason for this parti, and I 
am really not very sure of its final 
appearance; when we designed the 
St. Louis airport we found that when 
the shell was without glass it looked 
a lot better than when it was fin- 
ished. 

This project is based on a canti- 
lever resting on the two corridor 
walls, which are parallel to each 
other and run the entire length of 


the building, and which will be 
stabilized by the basement. The canti- 
lever fits on top of the structure. 

It is very important then that the 
glass wall look nonbearing—other- 
cantilever loses its whole 
scheme does provide us 
bringing concrete 
attention of the 
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Amman & Whitney, the engi- 
have worked it out so that the 
of the roof will be only about 
to three and one-half in. thick, 
we should get a crisp and 
looking building. We have a 
cantilever—14 ft for the office 
five ft beyond that—which 
a long cantilever for this 
structure. After we had 
through our preliminary think- 
ing Amman & Whitney wanted us to 
use the window wall for bearing. We 
said no, we can’t do that. So the 
engineers went back and figured the 
structure again and raised it a little 
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the wall is not bearing and the canti- 
lever actually works. 

The long faces are oriented north 
and south and will be protected by 
the overhang. The west wall! and the 
east wall were a different problem; 
since we didn’t want to use solid 
masonry walls there we are working 
out a kind of precast grill. Now 


Harry Weese has made a good sug- 
gestion today: he thought that if the 
glass did not go all the way to the 
undersides of the roof there would 
be less feeling of bearing, and I 
think that may be very true. 

The outside basement wall will be 
a special precast block. The screen 
that you see in the model—the base- 
ment grill—screens the window for 
the basement area. We made it con- 
crete rather than having it glass so 
that there would be a continuity of 
the basement, indicating that it was 
a box that stabilizes the vertical wall. 
We have now provided struts at 4’4” 
center points and put the diamond 
grill between them as smaller precast 
elements. 

One of the things that the client 
asked us to do in designing this 
building was to use as many kinds 
of concrete as possible. One sugges- 
tion made by the Committee was 
that we put a concrete-block entrance 
motive, carved, at the entrance point. 
There were other really troublesome 
suggestions that we had to meet. 

Now in doing the roof, using the 
cantilever, we wanted to get a sky- 
light. We have been using skylights 
a great deal in our buildings because 
they give that wonderful third di- 
mension of light. In any building 
they provide a kind of surprise ele- 
ment and take the curse off a long 
corridor. However, in order to get 
a skylight we had to pierce the slab 
at the wrong place. We made about 
fifteen different models, trying to 
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figure out a way by which we could 
structurally carry this scheme 
through, and we finally ended up 
with an X structure. 

We deliberately projected the 
building out at the end of the corri- 
dor walls so that the glass walls 
would not look as though they were 
bearing surfaces. We would have 
liked to make that projection more 
pronounced but the basement would 
have become too large. 

The wall around the site is not an 
enclosing wall to keep us away from 
the neighbors, but one which we 
thought would become part of the 
building. Since the glass in the build- 
ing itself goes down quite far and 
we are close to the sidewalk, rather 
than raising the window sills or 
using venetian blinds for office 
privacy, we could accomplish the pur- 
pose by a wall about 6% ft high and 
would at the same time use concrete 
in another way for the clients. 

We have eliminated a vestibule and 
made the entrance itself into a vesti- 
bule so that we would not have the 
problem of having a box out in front 
of the building. 

Discussion: Robert Schenker 

I think this building is a very in- 
teresting one for a number of rea- 
sons, and perhaps it is a very con- 
troversial one for a number of rea- 
sons. Primarily it is interesting 
because of its experimental nature. 
To me it recalls something of the 
past. I compare it with a building, 
let’s say, of Henri Labrouste back in 
1850. He was experimenting with 
cast iron and perhaps couldn’t carry 
his experiments to completion be- 
cause he was dealing with a new 
esthetic form. And I get the same 
sort of feeling in this building in 
concrete: that there is a new esthetic 
developing here and a new use or a 
new development of the use of con- 
crete. This perhaps leads to some 
indecision or reservation which I 
think I sense in Mr. Yamasaki’s de- 
sign, and perhaps leads to some com- 
plications in the design. This hap- 
pens, I think, when you have a 
transference from an old esthetic to 
a ew, where the new structural 
characteristics lead to the feeling or 
the sense of beauty that is develop- 
ing Labrouste attempted to orna- 
ment his cast iron to make it seem 
less bare and less dramatic and I 
think some of the same feeling per- 
sists in this project. I feel that the 
building lacks a continuity from top 
to bottom. I think the roof structure 
ia very interesting and then down 
below we get back to a different sort 
of motif. This particular molded 
type of construction attempts to give 
form to space in a new way. For 


example, there is a directional feel- 








“...@ new esthetic and a new development in the use of concrete.” 


ing in the corridor which is ex- 
pressed in the structure and its con- 
nections and the way the skylighting 
has been achieved. However, I think 
this sense is lost around the en- 
trance, which is a very dominant ele- 
ment in the design. One reason that 
difficulty developed at that point, I 
think, is that there is no structural 
change here and no emphasis of 
change in direction. One feels that 
the skylight openings in the roof, 
for example, are an integral part of 
the structure; one does not sense 
that the entrance doorway is again 
an essential opening. 

I think also that there is a diffi- 
culty in being able to complete this 
form. This is a form whose elements 
can be repeated over and over again, 
and the stopping point becomes a 
very difficult thing. 

With all of these comments I think 

the project should be commended be- 
cause of its very fine experimental 
nature and its outstanding contribu- 
tion. I think that it marks a new 
direction that architecture is moving 
in. 
Yamasaki: I did not mean to imply, 
by the fact that I said I was not sure 
that this building would come out in 
a particular way, that if I did it 
again I would not do the same thing. 
I am not apologizing for the design. 
What is in my mind is that this 
design is valid because of its par- 
ticular use. 

If someone came to us with an 
office building this size to design, 
without this concrete exhibition 
characteristic, I don’t think we would 
do this building. I think that a 





structure with the problems raised 
by this kind of roof should be bigger 
for one thing. In this case we kept 
it in the small scale deliberately and 
adapted the 4’4” bay centers so as to 
keep the structure in scale with the 
small size of the building. The proj- 
ect has a definite exhibition charac- 
ter. For example, in Detroit, the 
Code requires 10x12 in. minimum 
concrete columns and if we had not 
done a cantilevered structure we 
would have had a 90-ft long building, 
looking very crude because of the 
tremendous columns (wich, in steel, 
would be 4x4 in. or 342x6, or some- 
thing like that). So we deliberately 
avoided a post and lintel sort of 
building and adopted the cantilever 
scheme. Obviously, if we hadn’t had 
a concrete office building to do we 
might have done it in steel. On the 
other hand if we had a hangar to do, 
with a large span and open sides, this 
design would be very exciting; but 
our problem here was a small office 
building to demonstrate the use of 
concrete. 

Schenker: Don’t you feel that the 
entrance to the building is not 
strongly defined in terms of the 
structure? It’s part of an over-all 
grid pattern and could be placed al- 
most anywhere. 

Yamasaki: I think that may be true, 
but on the other hand if we had 
adopted a cross scheme—a transept, 
or whatever—we would have de- 
stroyed the continuity of the slab. 
In our mind the slab was the govern- 
ing principle for the building and 
therefore if we did have boxes or 
vestibules or entrances, or entrance 














decorations, we felt that they would 
destroy the simple continuity of the 
slab. This building is on a main 
street in Detroit—Seven Mile Road 
—where there are many automobiles 
passing by and the significance will 
be the slab. Consequently we felt 
that the entrance is almost secondary 
because when you come up to it we 
do have a way of distinguishing it. 
Victor Gruen: I think that every 
project has to be judged on its aim 
and the problem that was posed. The 
problem in this case was not that 
the building be just an office building 
—in fact that might be a secondary 
consideration—but that it should be 
a building that would promote con- 
crete and the use of concrete, and I 
believe that what is decisive in judg- 
ing this project is that it has fulfilled 
its task, which very easily could have 
been solved in a cheap, commouplace 
way. Here the solution shows great 
inventiveness, great originality, and 
excellent taste, and for that reason I 
think the project should be judged 
as highly successful. The fact that 
it is located along one of those rather 
ugly main traffic roads in Detroit 
means that it has two things to do: 
it has to catch the attention of the 
driving-by audience; and once it has 
stopped them it has to fill them with 
enough interest so that it will stay 
in their memories. By these stand- 
ards I feel that this building is a 
success. 

Richard Aeck: I like the delicacy of 
the roof structure and the end en- 
closures, and I would like to ask Mr. 
Yamasaki if a study was made with 
a much lighter garden wall treat- 
ment, in place of the rather heavy 
materia! indicated. 

Yamasaki: No. We hadn’t actually 
considered it and I think that may 
be a good criticism. Since it is 
frankly a wall which rose up from 
the ground I thought it should be 
just a heavy wall, but perhaps I am 
wrong about that; I’ll take another 
look. 

Gwen Lux: I just want to remind 
Mr. Yamasaki that he said earlier in 
the Seminars he didn’t believe in 
sculptural architecture. I think that 
this is very sculptural. 

Yamasaki: I'd like to ask others to 
get in on this. I feel this way about 
sculpture and architecture: I feel 
that in order to vary our horizons 
and to express the personality of our 
society that it is very important that 
we use all legitimate forms in archi- 
tecture. I feel, however, that those 
legitimate forms should necessarily 
arise from a valid structural reason, 
rather than from an impulsive emo- 
tional reason, such as sculpture 
might have. Consequently, I wonder 
about Le Corbusier’s Ronchamp 


Chapel, for instance. As beautiful as 
it is, and <’m sure that it is one of 
the most beautiful buildings in the 
world and may be valid for its use, 
if we did an office building in a man- 
ner like Ronchamp I think we would 
really be in trouble. We have to 
have a valid discipline and I think 
as we go back through the ages that 
there is a lot of what you may call 
sculpture in architecture — Gothic 
architecture, or the roofs on Japa- 
nese buildings, the Taj Mahal, and 
so forth; I could think of so many— 
but most of those buildings arise 
from a valid structural concept. They 
come from a system of building that 
those people were very familiar with 
and understood far better than we 
understand our own technology. That 
kind of validity, I think, has to pre- 
miate our forms, and in that way, I 
believe we will arrive at a valid 
architecture. 

Thomas Creighton: I wonder if you 
would agree with this, Yama? 
Granted the premise that there must 
be a structural validity for the sculp- 
tural form and even a functional rea- 
son for it, isn’t it true that a very 
bad sculptural result may come about 
if there is not a sculptural under- 
standing? 

Yamasaki: Oh, yes. 

Creighton: I say this with rather 
strong conviction because in our De- 
sign Awards Judgment we had a 
number of submissions (from people 
whom all of us would consider good 
architects), in the medium of plas- 
tic forms, hung roofs, and so forth, 
which failed badly, the Jury felt, 
simply because the sculptural result 
was not good sculpture. 

Lux: I do think more sculptors should 
be given a chance to work with archi- 
tects from the very beginning of a 
project where they could integrate 
their thinking and perhaps help the 
architecture in a sculptural sense. 
John Dinwiddie: This subject of 
sculpture in architecture is a very 
touchy one with me and I have fre- 
quent discussions with the students 
about it. In sculpture you work with 
your materials and you respect the 
integrity of your materials. When 
you work in wood you do only what 
wood will do. You don’t try to bend 
it like wire. When it comes to archi- 
tecture then a sculptor seems to 
think we can take a basic structural 
form and do things that it is not 
normally supposed to do. Just be- 
cause it is a good form it is not 
necessarily good architecture and not 
even good sculpture. 

Lux: I wonder if you aren’t thinking 
of architecture in a modern sense 
and sculpture in an old-fashioned 
sense. A good sculptor also respects 
the integrity of architectural forms 


and tries to understand what mate- 
rials would do best. 

James Lamantia: I want to say, with 
everyone else, that I am fascinated 
with this roof structure. I think, 
however, it is hard to visualize its 
scale. We tend to look at buildings 
today in model form, forgetting the 
effects as we move into and around a 
building. I am inclined to agree with 
Schenker about discontinuity when 
we move from the roof to the rest 
of the building. What happens when 
we get to the entrance of the build- 
ing and face the fenestration of the 
lower wall and the pattern of the 
wall itself? I wonder how much 
attention was given to those things 
which will characterize the building 
itself rather than its roof. 
Yamasaki: As far as the bottom of 
the building is concerned we have 
studied it a great deal. I think I ex- 
plained that. The purpose was to get 
the feeling of the continuity of the 
box, so that the box would look heavy 
and stabilize the verticals. Now, I 
don’t really understand how we could 
connect the roof to the bottom of the 
structure. 

James Lamantia: I fee! a disassoci- 
ation between the pattern of the 
verticals of the building itself and 
the design of the outside wall. 
Yamasaki: I think that if we had 
repeated the pattern of the outside 
wall in the building it would be 
dead wrong. I feel that everything 
should look the way it is. In other 
words, the wall ought to look as 
though it was put up block by block 
and the base of the building ought 
to look as though you had punched 
holes in the wall. They are two en- 
tirely different things and for that 
reason we deliberately changed. 
Lamantia: It is true that they are 
two different things. Might it not 
have been wise to make less of the 
basement fenestration and let the 
wall be more forcible? 

Yamasaki: Well, I think if you look 
closer at the model, you will realize 
that in plan the outside wall is tri- 
angular also. The blocks are wide in 
the middle and they grow narrower. 
In this sense we did repeat an idiom 
but we hoped that we had used the 
two elements in a way which was 
natural to their type of construction. 
Question: There seems to be a ques- 
tion in your own mind concerning 
the mullions and the treatment of the 
glass. I wonder if you considered 
the possibility of beveling the glass 
rather than making it flat, thus at- 
tempting to carry the roof form down. 
Yamasaki: Yes, we tried that. It 
made the glass look too structural; 
it looked as though we were trying 
to hold the building up with glass, 
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because it was a positive form. An- 
other thing: why make the design 
even more busy than it is? 
Gordon Bunshoft: Speaking about 
the honesty of the roof design, I 
think that it is perfectly fine for 
what you are doing. The only bad 
thing about it is that a few hundred 
students are going to be cribbing it 
without knowing the basis for the 
design. It will be all over the coun- 
try in five-story buildings, two-story 
buildings, and so on. 

Creighton: If we were really worried 
about that situation, Gordon, we 
would stop publishing magazines. 
Harry Weese: Well at least Yama is 
the first one to build it. I think we 
may be overly preoccupied with the 
roof form because we are looking at 
it from above, where one would 
never see it. This is simply a roof 
with the structure exposed. If we 
exposed concrete joists in the same 
manner we wouldn't have this argu- 
ment. This, however, is a very 
sophisticated use of a material which 
is not yet in our technology—but I 
think it’s coming. It is inevitable to 
precast and prestructure and soon 
we will begin to get more and more 
into this plastic thing and, for better 
or worse, we're going to have to 
develop a new discipline with which 
we will be able to handle it. 
Question: Has there been any indi- 
cations in the development of the 
structure that there would be any 
chance of excessive flutter? 
Yamasaki: Yes! The structural engi- 
neer wanted us for that reason to 
make our mullions bearing. But I 
could picture us having steel columns 
inside the walls, which would really 
be terrible, so what the engineer did 
was to increase the height in the cen- 
ter which was perfectly O.K. with 
us. By doing this he decreased the 
deflection to 1% in. which we can 
control with a loose joint, as you see 
at the top of the window. 

Bunshoft: Harry Weese and I have 
been detailing your job, Yama. The 
question is: do the partitions go to 
the ceiling? 

Yamasaki: Yes they do, but they are 
glass from 7 ft up. 

Bunshaft: Do the two bearing parti- 
tions go to the ceiling? 

Yamascoki: They do go all the way 
up. They had to, because otherwise 
they wouldn’t be bearing. 

Bunshaft: As long as all the other 
partitions don’t go all the way up I’m 
satisfied, because the roof is actually 
what you see and I think that the 
ceiling is important. 

Yamasaki: I agree. 

Eberle Smith: On that same question: 
it seems so important to see the 
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“ .. to get a skylight we had to pierce the slab . . . and ended with this X structure.” 


whole of the roof from inside; 
couldn’t there have been some way to 
support the roof on posts rather than 
bearing walls? 
Yamasaki: It’s a good question but 
we felt that with the cross partitions 
stopping at 7 ft, with glass above, 
you could stand in one room and look 
quite a distance down and see a lot 
of the structure. I felt that it would 
have been wrong to use posts instead 
of the bearing partitions because the 
posts would have been 4 ft on cen- 
ters and that is so close that it might 
as well have been a wall. Does that 
answer the question? 
Creighton: I think you’ve answered 
the question but not the objection. 
Question: I want to ask a couple of 
technical questions: one, what kind 
of roofing you are going to have, and 
two, how you will handle the light- 
ing? 
Yamasaki: About the roofing: we 
have been checking on plastic roofs, 
which we wanted to use because, al- 
though we know there may be prob- 
lems involved, if you used a plastic 
roof on this building and it worked 
it would make a concrete roof like 
this much more valid. We figure that 
this concrete roof might cost about 
$3.00 to $3.50 a square foot (Boyd 
Anderson of Amman & Whitney 
it may be less) and with a 


checked on plastic roofs and that al- 
though we have assurances we can’t 


agreed and we are going to use a 
plastic roof. 


About the lighting: we started out 
with lighting that was hung below 
the ceiling but now we have a system 
with long lighting troughs in the 
valleys, at 4 ft centers. This should 
give a very good light. 

Alfred Clauss: What about roof insu- 
lation on this thin shell? 

Yamasaki: That’s another question 
on which we have lost a lot of sleep. 
If we put insulation on top of the 
roof (which is the logical place with 
a concrete roof, because then the 
concrete doesn’t move with the sun 
and the heat), we negate the concrete 
itself. So we have decided to put the 
plastic on top and we are furring on 
the underside with acoustical plaster 
and placing thin insulation under the 
ribs. We know that that is O.K. in 
the offices but in the corridors we 
have the X construction, which is 
more difficult to insulate. We checked 
on some buildings which had con- 
crete posts and so on exposed to the 
weather and found that they become 
cold but do not sweat. Since this 
building is going to be air condi- 
tioned we can control the humidity 
to some degree. Therefore we have 
told our client that we are not going 
to insulate the corridor roof. 
Question: Did you consider the pos- 
sibility of extending the corridor 
walls beyond the end walls of the 
building perhaps two or three bays 
and bringing the roof over them? 
Yamasaki: They do extend consider- 
ably beyond the building. I don’t see 
the need for carrying them farther 
out. If you establish a point I don’t 
believe that you need to exaggerate 
it. 

Creighton: I think that Yamasaki 
established a number of points. We 
have given him a rather tough time 
and he has been most patient—and 
has come out of the discussion with 
honors. This is an example of the 
fact that the most imaginative and 
the most exciting design is the one 
that will stir the strongest reactions, 
and provide the most interesting and 
fruitful controversy. 





silicone water repellents 
by T. D. Daniels* 


In a brief decade, the organopolysilox- 
anes, or silicones as they are commonly 


called, have become the most widely 


specified and applied masonry water re- 


pellents. Since their introduction, the 


types of silicones used by the construc- 


tion and building materials industries 


have recorded sales increases approxi- 
mating 20 percent annually. 

In a sense, the silicones are synthetic 
hybrids of inorganic silica and organic 
carbon containing compounds. The sim- 
ple chemical formulations shown (Figure 
1) illustrate the close similarity of silica, 
resin commonly 


or sand, and a silicone 


used as a masonry water repellent. The 


Oo R Oo i jhicens 
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° Si—R R—-Si Oo Si oO 
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° ° ° 
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Figure 1—molecular formulas show simi- 
larity between silica (quartz, sand) and a 
typical silicone material. 


organic groups, represented by the letter 
R, give the silicone-molecule water re- 
pellency, flexibility, and solubility, while 
the Si-O-Si-O, etc., chains provide chemi- 
ical stability, durability, and inertness. 
All of these properties are necessary in 
materials applied to masonry. 

No one had masonry water repellents 
particularly in mind when research on 
the silicone polymers accelerated 


during World War II. 
were impressed, however, with the out- 


was 


Researchers soon 


standing ability of the silicones to impart 
water repellency to such materials as 
cloth, paper, and masonry. Even more 
startling was the discovery that this re- 


* Silione Products Department, Ceneral 


Waterford, N.Y. 


Electric Com- 
pany, 


pellency could be achieved without inter- 
ference with the norma] “breathing” of 
these porous substances. Soon after 
World War II, a series of silicone prod- 
became available to this 


ucts exploit 


performance. 
To the building industry, the hydro- 
phobic or 


possible products to impart water repel 


water-hating silicones made 
lency to masonry structures of brick, con- 
crete, stucco, concrete block, slag, and 
cinder block, as well as to building ma- 
terials such as mortar, asbestos siding, 


and asbestos shingles. 


silicone water repellents 

benefits 
The silicone materials used in imparting 
water repellency to above-grade masonry 
are resin solutions with strong chemical 
affinity for masonry surfaces. Penetrating 
as much as %4 in. into the masonry and 
forming an invisible, water-repellent coat- 
ing on the surface of each pore, they 
reduce the damaging absorption of water 
through the structure to a_ harmless 
minimum. 

Silicones are especially effective in 
combating freeze-thaw damage and spall- 
ing. Results of continuous freeze-thaw 
cycles obtained in accelerated laboratory 


The 


silicone-treated concrete sample, at top, 


tests are illustrated (Figure 2). 
was far more resistant to freezing-thaw- 
ing action than either untreated samples 
or those coated with other materials. 
By halting penetration of water, the sili- 
cones also protect interior surfaces which 
are extremely vulnerable to damage and 
discoloration by water. They also serve 
to protect the appearance of masonry 
while protecting actual masonry itself. 
Efforescence can be minimized by ap- 
plying silicones to newly constructed or 


This 


performance, as demonstrated on a labo- 


existing, clean masonry structures. 


ratory test basis, is shown (Figure 3). 


Resting in a 10 percent salt solution, 
treated half of brick remains clear and 
dry while thick coating forms on un- 
treated portion. 


Buildings treated with silicone remain 





cleaner and, since they are water repel 


lent, will be easier to clean than un 
treated structures. This feature is some 
times the primary purpose for using sili 
cone. Water will wash dirt particles 
away rather than into masonry pores 


a characteristic of particular interest to 


owners ofl pastel colored stucco or con 
and buildings in the 


the West. 


Many masonry paints lose opacity be- 


crete-block homes, 


South and 


cause of water absorption, and change 


color when wet. Since silicones repel 


water, they make possible attractive con- 


regardless of 


tinuity of surface color 


weather. 





Figure 2—freezing-thawing test 


Figure 3—test for eflorescence 
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An application of silicone to either 
newly constructed or long-standing build- 
ings helps to reduce the maintenance 
costs. The need for frequent inspection, 
mortar pointing, and other repairs is 
greatly reduced. Of major importance to 
building owners is the savings in labor. 

By keeping walls dry, silicones also 
help to improve the thermal insulating 
quality of masonry buildings, since air is 
30 times more effective as a heat insu- 
lator than water. Some savings in heat- 
ing and cooling costs can, therefore, be 
realized. 

In some cases it may be desirable to 
paint a building after a silicone water 
repellent has been applied. Oil-base or 
latex-base paints may be used with good 


should be 
avoided, because they must have a wet- 


results. Cement-base paints 
table surface to cure thoroughly and pro- 


vide satisfactory adhesion. 


not “‘water proofers”’ 


Silicones are water repellents and not 


’ 


“water proofers.” Since they function by 
preventing capillary absorption, they are 
not generally effective against hydrostatic 
pressure. Hence, they are not recom- 
mended for subgrade surfaces such as 
basements, swimming pools, cisterns, or 
underground concrete piping. In some 
cases, however, they have been used in 
reducing the transfer of water through 
damp basement walls. 

Further, they cannot be expected to 
work on faulty construction where large 


cracks, 


vail. 


holes, and other apertures pre- 
Where the silicones are to be used 
on large-aggregate concrete blocks, an 
undercoat of a cement-base paint is 
recommended. 

The silicones used as water repellents 
for masonry seem to provide little pro- 
tection to wood and are not recommended 
as a protective coating for the material. 
The resin solutions are not harmful, how- 
bare or painted wood 


ever, to either 


surfaces. 


types of silicone available 


Silicone masonry water repellents may be 
used on most types of above-grade ma- 
sonry. More specifically they have been 
applied to exterior structural and retain- 
ing walls, asbestos siding and shingles, 


mortar joints, stone edifices, sidewalks, 





Table I: 






Water Absorption of Silicone Treated Masonry 


(Laboratory test results: solvent type) 


Masonry 
material 


Exposure 
brs Control 


Percent water absorption — 
2% silicone 5% silicone 








Common brick 
Concrete block, fine aggregate 


| Cinder block 


The precedin 
drying period of 48 hrs 
down into ‘/4-in. water. 


0.00 


24 16.37 0.23 
168 16.94 0.23 0.0! 
24 2.42 0.23 0.01 
168 2.58 0.8! 0.10 
24 7.39 1.49 0.23 
168 7.21 0.30 


2.45 


specimens were ge @ five second total immersion dip with subsequent 
Samples were tested for water absorption by immersion face 


Technique for Applying Silicone Water Repellents 


Solvent-soluble type 


Suggested for brick, siliceous stone, concrete 
block, stucco, mortar joints, and colored 
asbestos-cement products. 

1. Remove surface dirt and loose particles. 

2. Repair cracks and mortar joints. 

3. Remove efflorescence with a 5 percent 
solution of muriatic acid. Rinse surface 
with plain water both before and after 
acid treatment. 

4. Apply 5 percent silicone resin solution at 
atmospheric temperatures between 40 and 
100 F. 

5. Apply to dry masonry, or three to four 
days after a rain. 

6. Apply by flooding surface with low pres- 
sure spray equipment. Allow fluid run 
down of 6 to 12 in. If sprayer unavailable 
apply solution by brush. 

7. Exercise caution in handling and applying 
solvent solutions. Use a respirator which 
prevents the passage of solvent mist. 

8. Proper coverage may vary between 75 to 


driveways, curbings, steps, abutments, and 
chimneys. For best results mortar should 
be aged 30 days before the silicone is 
applied. 

There are two basic types of silicone 
solutions (solvent soluble and water solu- 
several hundred 


the 


The more common 


ble) available from 


manufacturers throughout United 
States and Canada. 
type, a silicone resin dissolved in a 
petroleum solvent, becomes effective with- 
in 24 to 48 hours after application. Both 
laboratory tests (Table 1) and industrial 
experience have indicated that products 
containing a minimum of five-percent sili- 
cone resins solids give most effective per- 
formance. Increased percentages do not 
appear to provide additional protection in 
proportion to added cost. Application 
should be made on dry surfaces and, to 
insure proper penetration, at least three 
to four days after any period of wet 


weather. If rain is anticipated within 


250 sq ft per gal depending upon the 
porosity of the masonry. (See chart across- 
page on recommended coverage for dif- 
ferent types of surfaces.) 


Water-soluble type 


Suggested for structural concrete and slab, 
calciferous stone, uncolored asbestos-cement 
products, and gypsum board. 


1. | Follow recommendations for solvent type 
| except silicone concentration may be as 


° low as 2 percent. 


5. May be applied to damp, but not satu- 
rated, surfaces. Avoid application to col- 
ored brick or masonry. 

6. Flood 2 to 3 percent silicone onto surface 
at rate of 50 to 100 sq ft per gal. 

7. Exercise caution normal in using caustic 
solutions. Wear goggles and suitable cloth- 
ing to protect eyes and body from spray 
or splash-over. 


two hours of application, the silicone 
solution should not be applied. The ma- 
terial may be applied at any temperature 
between 0 and 190 F, although to hasten 
evaporation of the solvent, application 
temperatures above 40 F are suggested. 


application techniques 


Prior to application the surface should 
be thoroughly cleaned of loose particles 
and dirt. Cracks and mortar joints should 
be repaired. If efflorescence is present, 
this may be removed from the surface by 
washing with a five percent solution of 
muriatic acid. The surfaces should have a 
plain water rinse both before and after 
the acid wash. After the surface bss dried 
the silicone may be applied by brush, 
roller, or low-pressure spraying equip- 
ment. Since the solution has a low vis- 
cosity, the latter method is preferred. 
Spray-gun pressures of not greater than 


10 psi should be maintained so that the 












surface is flooded and a run down of six 
to 12 in. is obtained. Following this tech- 
nique, between 75 and 150 sq ft of sur- 
face can be covered with a gallon of solu- 
tion, depending of course on the type of 
surface being treated. On dense struc- 
tures one gallon of solution may cover as 
much as 200 sq ft. In such cases two 
coats are recommended to provide opti- 
mum results. 

Since these silicone solutions contain 
inflammable and toxic solvents, normal 
care should be exercised in handling and 
applying. Open flames should be kept 
away from the container, and the appli- 
cator should avoid breathing the vapors 
for any prolonged period of time. A res- 
pirator which will prevent the passage of 
solvents mists should be worn during the 
spraying application. 

The water soluble type, a solution of 
sodium methy] siliconate is also available 
from several sources of supply. Its 
effectiveness is roughly equivalent to the 
The material is 
quite alkaline, however, and should be 


solvent-based material. 
handled with the same caution exercised 
with any caustic solution, The applicator 
should wear goggles and suitable cloth- 
ing to protect his eyes and body from 
the spray or splash-over. It is recom- 
mended that the water solution be flood- 
ed on the surface until it is quite wet. 


Application of Silicones 





Between 50 to 75 sq ft per gal provides 
the best coverage. Using this technique, 
a solution having a silicone concentration 
of two to three percent is usually ade- 
quate for good protection. 

Once deposited on the surface, the 
water soluble silicone converts chemical- 
ly in the presence of air to become an 
insoluble water repellent. When proper 
cover is initially given to the treated 
surface, a second coat is usually un- 
necessary. If it must be applied, the 
second coat should be made within two 
to three hours after the first to insure 
penetration. The water soluble silicone 
should not be applied at temperatures 
below 40 F. 

An advantage of using the water solu 
ble silicone, as compared to the solvent 
type, is that it can be applied to damp 
surfaces. It also appears to give supe- 


rior performance on gypsum board, 
asbestos siding, and limestone. Due to 
the variable absorbency of masonry, an 
excess of the water-soluble solution, 
that 


absorb, may leave a slight white deposit. 


beyond which the substrate can 
For this reason it has found most accept- 
ance for application to concrete walls 
and slabs. 

Silicone water repellents are far more 
than 


Accelerated laboratory aging tests, as 


durable organic waxes or oils. 


to Masonry Structures 


Silicone 
coverage* 


Construction 


sq ft per gal 


Surface preparation 





Asbestos-cement structural products 


Block 
Cinder 
Concrete, fine aggregate 
Concrete, coarse aggregate 
Pumice 


Slag 
Brick 


Common 
Tapestry 


Concrete 

Structural 

Paving, curbing, steps 
Stone 

Bluestone 

Granite 

Limestone 

Marble 

Sandstone 


Stucco 


100-150 Apply to dry, clean 


75-100 
100-150 
75-100 
75-100 
75-125 


100-150 
125-175 


90-110 


100-150 
200-250 
150-200 
200-250 
100-150 


100-150 


surface. Bloom 
may be removed with weak acid rinse. 


Remove loose particles. Repair mortar 
joints and cracks. Fill large apertures 
with cement base paint. 


Clean surface. Remove efflorescence with 
weak acid rinse. Repair: mortar joints 
and cracks. Apply to dry surfaces. 


Remove dirt. 


Clean surface. Repair mortar joints. 


Clean surface. Repair cracks. 





* These figures represent coverage usually expected by applicators. 


materials and methods 





well as prolonged freeze-thaw experi- 


point, 
Structures properly coated with silicones 


ments, have demonstrated this 
have given good performance during the 
past seven years since the silicones were 
first made available to the building in- 
dustry. 

manufacturers are 


Protective coating 


presently marketing formulations con- 
taining silicones at prices ranging from 
$2.00 to $6.00 per gal. Part of the differ- 
ence in cost may be indicative of the 
percent of silicone solids present in the 
necessary for the 


solution; it is pur- 


chaser to know the silicone content of 


the material. If this information is not 
available on the label, a simple weight 
loss determination can be made by tak 
ing a known quantity of the solution and 
220 F. A 


concentration 


evaporating the solvent at 


five-percent _ silicone-resin 
in proper solvent gives good performance 

In review, silicone water repellents 
provide these benefits to masonry sur 
faces: 

1. Increase masonry life: (a) protect 
exteriors from weathering and moisture; 
(b) retard spalling and cracking. 


9 


2. Protect interior finishes: (a) mini 


mize peeling and flaking. 


3. Preserve masonry beauty: (a) min- 


imize efflorescence; (b) keep surfaces 
clean 

1. Reduce maintenance costs. 

5. Improve thermal insulation. 


This 


concerned 


discussion has been primarily 


with job-site applications 
These represent the broadest use of sili 
cones in the construction industry today 
silicone use is 


However, increasing on 


mass-produced building materials as 
well. A leading use is a water-repellent 
coating for asbestos shingles and siding 


The 


against 


silicone protects these materials 


deleterious effects caused by 


continual absorptio.. of water and mini 


mizes discoloration when wet. Paint 


manufacturers are also using silicones in 
cement and latex paints to improve per- 


formance and durability. There is a 


great need for protecting and enhancing 


the natural texture of cedar and red- 


wood used as exterior surfacing for resi- 
Future 
and product 


dential dwellings. silicone re- 


search development may 
provide materials useful in prolonging 


the life of wood. 
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heating historic structures 
by Robert H. Emerick* 


When a project comes into the office for 
the restoration or conversion of an old 
mansion, we soon face these questions: 
“What is the best way to heat this aged 
pile of materials and history? Can we 
do with simple heating, or is some form 
of summer cooling and humidity control 
essential? Must the system be invisible 
in all its parts?” 

In a syllabus (Table 1), the usual pur- 
poses for old mansion conversions are 
tabulated, together with the requirements 


each. Of 


needs, the demand for invisibility evokes 


peculiar to their individual 
the greatest ingenuity, the treatment of 
multiple buildings the most considered 
judgment, and the integration of mixed 
usage, the knottiest technical problems. 


may be 


handled, will be discussed in turn, with 


How each of these factors 


case histories. 


problems of invisibility 


In restored historic shrines, the sight of 
convectors, grills, and registers consti- 
and must be 


tutes an anachronism, 


avoided. Less severe, but more often en- 
countered, are the requirements of pub- 
lic and semipublic buildings, banks and 
insurance companies, where invisibility 
is desired, but inconspicuousness will be 
accepted. 

Invisibility is the result, primarily, of 
a successful marriage between the de- 
signer’s imagination and the building's 
natural structure, but we can approach 
the problem from at least four points of 
departure. 

First of these is the fireplace. By 
setting a register or grill well back under 
the andirons or charcoal grate, and flush 
with the hearth, it becomes invisible to 


* Consulting 
S. ¢ 


Mechanical Engineer, North Charleston. 
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99 percent of those who happen to glance 
at the fireplace. This opening may be 
used either as a warm-air supply, or as 
a return. A tightly closing damper in 
the flue is essential, of course, to keep 
air movement on the right track. 

The duct serving the fireplace opening 
may either connect to a central-duct sys- 
tem, or be a short stack originating in an 
indirect heater under the floor. The first 
use of this expedient may have occurred 
at Mount Vernon, Virginia, immediately 
prior to the present century, where the 
forgotten designer installed indirect hot- 
water coils in the basement, and kept the 
water hot with boilers in an outbuilding, 
150 yd distant. 
similar 


Twenty later, in 1917, 


use was made of the first-floor fireplaces 


years 


in Washington’s quarters at Valley Forge, 
Pennsylvania, even to the extent of bring- 
ing the hot water through underground 
pipes from the superintendent’s house, 
approximately 100 yd distant. However, 
at Valley Forge some thought was given 
to heating the bedrooms on the second 
floor—a short stack, or warm-air flue 
being run from behind the lintels of the 
first-floor fireplaces to the hearths in the 
upper rooms. At Mount Vernon, the only 
heat for the upper floors reaches there 
by way of natural draft, up the stair- 
wells, 

For a restoration project, adaption of 
the Valley Forge scheme to heat upper 
floors without direct equipment has ex- 
cellent possibilities; some control of air 
movement through the auxiliary flues be- 
comes essential, however, to keep the 
balance. (Figure ] illustrates these fire- 
place techniques.) 

For a second excursion into invisibil- 
ity, we can use the doorway-cornice de- 
sign (Figure 2). Since this scheme puts 


the grill approximately seven ft above the 
floor, it becomes invisible to all normal 
traffic in the room. 

Cornice grills have been used most ex- 
pertly at Monticello, Virginia, where an 
all-year heating and cooling system was 
installed by the Thomas Jefferson Memo- 
rial Foundation in 1954, Incidentally, this 
latest restoration of Monticello, with its 
all-year atmosphere control, sets an un- 
mistakable pattern for future projects in 
historical preservation. The objective is 
not human comfort, but to delay the 
decay of the aged fabrics, manuscripts, 
and furniture normally on display in the 
rooms and halls. As an indirect benefit, 
the building itself will last longer, since 
the controlled humidity and temperature 
discourage termites and dry rot. We can 
expect more of this in the future, not 
only for new projects, but also for addi- 
tions to the old; the reasons are sound. 


A third method, 


course an obvious ex- 


invisibility by con- 


cealment, is of 
pedient. Except for running the ducts, it 
is especially suitabie for warm-air sys- 
tems, since the registers or grills slip 
easily into positions behind draperies, or 
behind plate rails high on the walls. 
Compared with cornice grills, which must 
be sized and manufactured especially for 
the purpose, the put-it-behind-something 
approach has the advantage of using more 
or less standard equipment. We might 
save a little money that way—providing 
we can reach the opening with a duct. 
Fortunately, the business of hiding an 
air entry in some unlikely position has 
much less influence on ultimate room 
comfort than originally was thought to be 
the case. If we can get enough Btu into 
a room to meet its needs, even if the 
point of entry is behind the valance over 


a window, these bearers of comfort will 





get around everywhere, sooner or later. 
This is not efficiency, we recognize, for 
hot spots and perhaps a cool corner 
might be found; efficiency, however, in 
these jobs comes second to invisibility, 
and certainly a livable atmosphere is 
established, unseen. 

The fourth approach to invisibility is 
camouflage: We make our heat sources 
look like something else. A corner cabi- 
net (Figure 3) to the unsuspecting 
viewer, for example, is actually a circu- 


nalid eprng 


lating stack for a hot-water convector. 

Camouflage is particularly suited to 
wet heat, steam, and hot water, since 
radiators and convectors are bulky and 
require some air movement over them for 
best results. Openings for the air circu- 
lation dare not use screens or grills to 
avoid the appearance of unfinished voids, 
consequently some other form of masking 
is needed. Decorative pickets do this ad- 
mirably (Figure 3). 


The corner-cabinet device is used in 


the dining room and study of Pennsbury 
Manor, William Penn’s restored country 
the banks of 
about 20 miles above Philadelphia. In- 


estate on the Delaware, 
cidentally, this project uses hot water and 
convectors throughout, not all of them 
effectively concealed. 


Regardless of our choice of system, 
the problem of invis‘bility is complicated 
by the difficulties of delivering heat to 
the room dispensers. Piping is moder- 


ately easy to handle, primarily because 
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of its small bulk; at Pennsbury Manor 
it reaches the corner cabinets from the 
basement simply by rising through the 
floor. 


is possible, 


Elsewhere, considerable snaking 
By contrast, the ducts from a central 


system can dismay the designer. At 
Monticello, for example, the solid mason- 
thick, and 
between the floor 


level, Jefferson 
had stuffed the nogging of his day. This 


ry walls are at least 16 in. 


numerous; moreover, 
joists at the third-floor 
was an arrangement of bricks packed in 
clay, and served both as heat insulation 
and as a fire stop. Amid these obstacles, 
the designer discovered a lucky feature. 
Jefferson loved to invent, and during a 
bubbling of this talent, he fitted Monti- 
cello 


to be the first in a private home in the 


with two indoor necessaries, said 


(A similar device is in a jail 
Each of 


necessaries occupied a kind of light shaft, 


Colonies. 
cell at Williamsburg. ) these 
about four ft square which extended all 
the way to the roof, where it was crowned 
by a skylight. Doubly lucky, the shafts 
were back to back 


middle of the building. So, 


and nearly in the 
into one of 
these went the riser duct that now con- 
veys treated air to the third floor (Figure 
/). Bricks and clay were taken from be- 
tween the floor joists, in a total amount 
of nearly 100 tons, to make room for the 
branch ducts and rock-wool batting. Re- 
turns find their way back to the machin- 
ery room, in a wine cellar, by way of fire- 
place grills on the first floor and ducts 
in the basement. 

All old mansions do not have light 
shafts, but many of them do have sealed- 
off voids from 
A likely place to look for one is 


along side a fireplace chimney, an area 


that run basement to 


attic 
in which these “secret” 


likely 


were the 


passages seem 
probably because wide chimneys 
extra inches 


Usually 


no record of these voids, their existence 


rule and a few 


would not be noticed. there is 
may have been forgotten for 100 years. 
and the designer, hunting a duct chase, 


has no alternative but to go about tap- 
ping walls. 


In extremes, we might even use a fire- 
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place flue itself, either as a pipe chase 
or as a duct to the upper floors. The point 
is that somewhere, someway we can take 
advantage of the peculiarities of the 
building. What is needed is a combina- 
tion of imagination and observation, in 
order to single out the peculiarity we 
can use. 

Invisibility, of course, is inherent to 
whether in the 


radiant-panel designs, 


floor, ceiling, or walls. Unfortunately, 
unless the project happens to be a 100 
percent restoration, radiant panels are 
view- 


not suitable from a construction 


point. To apply pipe coils, or electric 
cables to a ceiling or a floor, we must 
provide new surfaces—of plaster or con- 
never be a 


To do 


so is guaranteed to make antiquarians 


crete—and the result can 


perfect match with the original. 


deeply unhappy. 
The 
summed up in this way: 
1. For 


ity is essential. 


invisibility problem can _ be 


historic restorations, invisibil- 
2. We have case histories illustrating 
four methods of achieving it, but there 
are many others waiting to be created by 
cur imaginations, 
3. Taking 


peculiarities is a prime route to a satis- 


advantage of | structural 
factory installation. 

4. Ducts are more difficult to handle 
than pipes, but registers fit in easier than 


convectors. 


pros and cons of group heating 


Which is better for heating a number of 
buildings: a single plant with an under- 
ground distribution system; or a local 
heater in each? 

Experienced judgment, sitting in criti- 
cism on an economic comparison in each 
case, is the only source of answer to this 
question. The major factor concerns the 
life and maintenance of the underground 
distribution system, and here are some 
interesting records. 

At Valley Forge, the restoration group 
includes five buildings, all served from 
a central-boiler plant by hot water. The 
was made about 


original installation 


1917, using oversize iron pipes as con- 


duits for the hot-water supply and return 
lines, which were also of ferrous material. 
By 1949, replacements of the underground 
system became necessary—the new con- 
struction employing steel pipes insulated 
by wool felt and protected by modern 
conduits of clay tile. In this case, there- 
fore, the service life was about 32 years, 
although some trouble had been experi- 
enced with leaks long prior to the re- 
placement. 

Mount Vernon got its first mechanical 
heating in 1900. Coal-fired boilers ener- 
gized hot water that traveled by gravity 
circulation to the mansion, to the offices, 
museum, and living quarters of employes. 
The pipes were insulated with cork, set 
inside clay tile, and buried in the earth. 
Maximum travel distance was to the 
mansion, approximately 150 yd away. 

Thirty years later, the need for a new 
distribution system demanded action. De- 
signed by Prof. C. W. Killan, of Harvard, 
the new arrangement provided pumps for 
positive water circulation, and set the 
piping inside a concrete-pipe tunnel five 
ft high and three ft wide. Since the tun- 
nel is large enough for a man to move 
through its full length, and is lighted, a 


close watch of piping conditions and the 


prompt correction of leaks is practical. 
to build a 


This is an excellent way 
distribution system; personal inspection 
suggests that the piping will last indefi- 
nitely, at least from the standpoint of 
external attack. Internal corrosion, of 
course, is independent of ground condi- 
tions and must be fended off by proper 
water conditioning. 

The joker in tunnel construction is its 
cost; can the project stand it? 

Pennsbury Manor with its numerous 
auxiliary buildings was completely re- 
stored in 1937, and the heating system 
The boilers 


are in the basement of the superinten- 
and the hot 


dates from the same year. 


dent’s house, water is 
pumped to three or four other buildings 
the mansion being farthest away, per- 
haps 250 yd. 
This system of steel pipes, thoroughly 
insulated, and borne on rollers in clay- 
experiencing 


tile conduit, is presently 





some leaks. There is only one way to 


cure them—by digging down to the pipe 
—and this will involve time and expense. 
There is some anxiety, naturally, over 
the condition in which the piping will be 
found after 20 winters of service; exten- 
sive replacement might be needed. Also, 
how much longer will the system be 


likely 


Monticello, likewise a group restora- 


to last? 
tion project, cannot as yet present evi- 


dence one way or the other: it is too 


new. However, the system design ap- 


proximates that of Pennsbury Manor, 
with steel hot-water pipes extended from 
the old Weaver's Cottage to the museum, 
office, superintendent’s quarters, and the 
mansion, where the heat is transferred 
from the water to the forced-air system. 
The pipes are encased in modern clay- 
tile conduit. 

How many of these leaks and replace- 
ments originated in ground attack on 
the piping, or from internal] corrosion, 
or a combination of both, we do not know. 
However, in the absence of exact knowl- 
edge to the contrary, we might conclude 
that: (a) the life of underground-piping 
systems for hot-water heating may be 
expected to run from 20 to 30 years; 
(b) boiler-water conditioning should be 
We 


might also note that a single, central 


regarded as an essential economy. 


plant is the traditional way to heat a 
group of buildings. 

Presently the concept of the sepa- 
rated, local heating facility is gaining 
favor, primarily because the traditional 
reasons for the single plant no longer 


Fifty 


somebody to 


exist. years ago, a boiler needed 


shovel coal and take out 


the ashes, and by concentrating these 


needs in a single boiler room, the de- 


signers saved operating labor. As a 


second reason for keeping boilers out 
of historic basements, the existing fire- 
place chimneys, more often than other- 
wise, were crooked, unlined, and fire 
hazardous. This meant the erection of a 
new chimney, somewhere, for the new 


boiler 
keeping with the spirit of the mansion 


a bit of construction hardly in 


or its architecture. In the circumstances, 


locating the boilers in an auxiliary build- 
ing was the simplest solution. 

Today, thanks to automatic firing and 
the availability of gas and oil fuels, 
one man cares for three boilers as easily 
as he cares for one, He can go about his 
duties in a coat and tie, if he wishes. 
As for the aged chimneys, we have flues 
that can be inserted from the roof and 
even go around corners, staying gas 
tight and safe all the way. A new heater 
in an old basement, therefore, is no 
longer impractical. 

Which system is better will show up, 
to some degree, in a comparison of own- 
ing costs. On one hand we have three 
or four boilers, three or four chimney 
remodelings, three or four oil tanks or 
gas connections. On the other hand is 
a single boiler, one chimney, one fuel 
system, and a network of distribution 
piping, all new. These constitute the 
capital investment, and for each altern- 


add 


costs expected over the next 20 years. 


ative we must the maintenance 
In this way we come to the predicted 


owning costs; and whichever is the least 


will have a strong claim on our accept- 


ance. 

Predicting maintenance costs is where 
judgment becomes of prime value. A 
suggested formula based on the records 
of other similar to the 


systems, con- 


struction of the new project, follows: 


XxZ 
M = ——— x 20 


M predicted maintenance for a 
period of 20 years. 
Xx = 


for one average year of three or four 


total recorded maintenance costs 


similar systems. 

Y = total linear feet of underground 
piping in the systems included in X. 

Z = total linear feet of underground 
piping in the project for which the pre- 
diction is being made. 

20 = 


twenty years. 


Developing the comparative owning 
costs over a 20-year period is desirable 
for accuracy, since maintenance needs 
seldom become important until the second 


decade of service. 


materials and methods 





situation with mixed usage 
of historic structures 


Mixed usage follows conversions rather 
than restorations. It means that part of 
the converted building will be satisfied 
with simple heating and part will require 
all-year air conditioning; or that part 
of it must be ventilated positively, while 
infil- 


these combinations can 


the remainder does very well with 
tration. Any of 
be additionally complicated by differences 
in the hours of use. 

The 


diverse situations must be tailored to fit 


prescription for handling these 


the peculiarities of each case. For ex- 
ample, consider a conversion to a school, 
with classrooms needing daily ventilation 
on the lower floors, and dormitories need- 
The 


two forms 


ing simple heating on the upper. 
solution can be in either of 
(1) a duct system throughout, with the 
designer running his air channels as best 
he can, and zoning with motor-operated 
dampers both time and temperature con- 
trolled; 


which is widely liked, has simple radia- 


(2) the so-called split system, 


tors or convectors in the dormitory, and 
hot-water or steam coils in the air ducts 
The basic 


heater for a split system is a steam or 


that serve the classrooms. 


hot-water boiler. 


Occasionally, two separate heating 


will be selected, based on the 
that 


units at high efficiency is 


systems 


assumption operating two small 
economically 
preferable to a large one that merely 
simmers at very low efficiency much of 
the time. 

The Irish castle reproduction of the 
Carrolls, built on a hilltop and frowning 
New 


York, provides an illustration of the two- 


over the Hudson at Tarrytown, 


system treatment. Constructed during 


the 1890's, it was originally heated by 
warm-air ducts operating on gravity; 
conversion, however, caught up with it 50 


Today the 
knights’ 


years later baronial 


hall, 


heraldic 


great 


with its shields and 


devices, is a truly imposing 
office, and in the rooms and cellars be 
low, typewriters click and filing clerks 
hustle from one stack of steel cabinets to 


another throughout the working day. The 
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heating historic structures 





Table I: Syllabus of Building Factors 


Proposed use 
of building 


Humidity 
control! 


Multiple 
buildings 


Integral* 
ventilation 


Summer i 
cooling Invisibility 





Offices No 
Orphanage No 
Convalescent home No 
Home for Aged No 
Historic shrine Yes 
Classrooms No 
Dormitories No 
Country club No 
Possibly 


Insurance or foundations No 


Museum 


Lodge rooms No 


Religious No 


All year control. 


Yes Possibly No Sometimes 
No No Yes No 
No No No 
No Possibly No 
Possibly Yes Yes 
No Yes No 
No Possibly No 
Partial Partial Possibly No 
Possibly Possibly Possibly No 
Yes Yes Possibly Sometimes 
Perhaps No No 
No Yes No 


Perhaps 


* Integral with either the heating or summer cooling system. 


NOTE: This syllabus applies to the average project 


to time 


old gravity ducts are still there, but 
served by a modern oil-fired heater with 
a fan to keep the warm air moving. 

Meanwhile, in a wing built about 
1900, the present owner lives, and since 
home life does not shut down for nights, 
Sundays, and holidays, a different heat- 
ing schedule is appropriate. Comfort 
comes to these rooms from a hot-water 
boiler and circulating hot-water pumps 
in the basement. 

Once in a lifetime, we might find a 
combination of heating and ventilating 
problems largely solved for us by the 
This 
is true of Biltmore House, near Ashe- 
North More than 60 


years ago, during the building of this 


designer of the original mansion. 


ville, Carolina. 
massive French chateau, vertical masonry 
air stacks, approximately 10 x 14 in. in- 
side dimensions, were incorporated in 
the walls perhaps 50 in all. In the base 
of each stack is a horizontal steam radia- 
that is heated by 


radiators and rises to the rooms above is 


tor: the air these 
100 percent fresh air, inducted from an 
air tunnel as shown (Figure 5). 

From an engineering viewpoint, this 
arrangement is wanting in two aspects. 


First, air movement is not subject to 


close control meaning that rooms can be 
overheated or underheated; second, 100 
percent fresh-air makeup is plain waste 
Should 


of heat. Biltmore House ever 
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Deviations will be encountered from time 


come up for conversion, the designer's 
first step would be to provide recirculat- 
ing connections in the basement, and his 
second would be to introduce fans for 
warm-air propulsion. Nonetheless, this 
early dream of air treatment is remark- 
ably adaptable to present practices. Any 
converting architect or engineer would be 
lucky to find another like it. 

Summarizing the heating problems of 
restoration and conversion projects, we 
observe that the guides to their solu- 
tions look like this: 

1. Invisibility is essential for historic 
achieved by four 


projects. It can be 


established methods, plus those born 
in our own imaginations, 

2. The heating of multiple buildings 
is in a time of transition. We must eval- 
uate a single, central plant against a 
units, 
the life and 


health expectancy of underground pip- 


group of scattered local paying 


particular attention to 
ing systems. 

3. Mixed usage is all engineering, in- 
volving the applications of warm air, 
steam, and hot water in different parts 
of the same building, and perhaps the 
relative hours of service. We can mix 
the systems as necessary to satisfy the 
mixed demands. 

4. Nothing is 
cost of doing the impossible might be 
high. 


impossible, but the 


unacceptably 


WI 
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Mixing boxes and hods—once familiar 
objects at almost any building construc- 
tion site—are now being replaced (par- 
ticularly on the West Coast) by a 
variety of mechanical mixers and pumps, 
as well as guns with interchangeable 
orifices to meet any job requirement. 
Now, all three plaster coats—scratch, 
brown, and finish—can be applied by 
the same gun. The particular require- 
ments of each application are met by 
proper selection of nozzle openings, hose 
sizes, and pressures. Since perfected 
models are capable of pumping all types 
of plaster mixes as high as 135 ft, most 
multistory structures present no problem 
(photo at right). Even fibered plaster is 
being applied without incident. 

One of the most recent innovations in 
this field is the mechanical trowel. 
Weighing only six lb and equipped with 
interchangeable flexible and rigid blades, 
it resembles a hand-held electric fan (be- 





mechanization in plastering 





> 
Hube Henry: Hedrich-Blessing 


low left). As blades rotate, a finger- 
controlled water spray is played on the 
plaster surface. 

When colored, acoustical plaster is 
sprayed to base coat (below center), the 
journeyman’s right hand triggers gun to 
achieve a variety of textures, while left 
hand supports hopper and aids in guid- 
ing spray. 

Many contractors have reported im- 
proved efficiency and uniformity of work- 
manship. When these tools were first 
available, it was felt that younger jour- 
neymen would be the most receptive to 
mechanization; however, experience has 
proved different. Young and old alike 
have demonstrated eagerness and pride 
in learning these advanced application 
methods. Some journeymen, no longer 
able to stand up under eight hours with 
hawk and trowel, have been lured back 
into the trade by the easier working 


conditions. 
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mutually-supporting long-span roofs 


Most recent addition to TWA’s new over- 
haul base at Kansas City, Missouri, is its 
$8-millions 


Of unusual interest to architects and en- 


Airframe-Overhaul Building. 


gineers is the innovation of a structural 
design that has been used for the first 
thin-shell, 


reinforced-concrete corrugated slabs sup- 


time in hangar construction: 
ported at outer ends by high-strength 
steel suspenders. 

This immense 
section 1000 ft long and 100 ft wide 


structure has a center 
a three-story core containing floor space 
for auxiliary shops and administrative 
functions—which is flanked on each side 
by a hangar bay 816 ft long, 160 ft 
wide, and 45 ft high. As both bays are 
roofed by a cantilevered system, the space 
below is unobstructed by columns and 12 
four-engine aircraft can be accommodated 
in each area at the same time. Since the 
client also wished to have unobstructed 
shop floor space at ground level of the 
center section, the second and third floors 
were suspended from the cantilever roof 
inchorage walls at roof level (section 
acrosspage ). 
Essentially, the hangar was built 
Weight of than 
udequate to offset upward wind 
forces. The 
door 


th the movement of the roo}. 


roof is more 


canopy above the 


hangar moves in concert 


under variations in roof load 


inne 


around a balanced design, where the can- 
tilevered roof was balanced against the 
weight of the suspended floors of the 
center section. Included in the design 
were all possible variations that might 
enter the loading picture—such as varia- 
tions in erection, wind load, dead load, as 
well as all other safety factors appropri- 
ate for a design of this type. The stabil- 
ity of the final structure would not be 
impaired even if two strands, of each set 
of four, were to fail for some extraordi- 
nary reason. In the event of a terrific fire 
or if a plane should crash into one of 
the roofs, causing it to fall, the opposite 
roof would still remain in position, In 
addition to the variables, the 


load for the 


many 


basic design corrugated 


roof was 30 psf live load and 56 psf 


load. 


A total of 284 strands is used to sup- 


dead 


port the roof slabs. Anchorage pylons for 
the strands are 30 ft on center and from 
each side a set of four strands extends 
to a located 10 ft 
from the end of the slab. In the bulb 


mating anchorage 


across the top of each pylon—two ad- 


ditional strands, plus enough reinforcing 


6 RAO 0 agg 


Randazzo and Morrison, Inc. 
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steel to compensate for the difference 


between the two omitted strands and 


the balancing force of the hung floor 


loads, were used as°* ties. Exposed 


strands are 2% in. diameter while those 


» 


embedded in the bulbs are 2% in. Each 


of the former strands is composed of 


approximately 150 wires and weighs 


about 13 lb per ft. 


cable, incidentally, is the correct term- 


(Strand and not 


inology, since a cable would be made 
Working 


strands 


up of a number of strands.) 


stresses assigned to the were 
70,000 psi with a modulus of elasticity 
of 24,000,000. 

Lightweight concrete in the corru- 
gated roof, weighing 100 to 110 lb per 
cu ft, developed an ultimate strength of 
1,500 psi; air entrainment was specified. 
The design of the slabs required rela- 
tively little flexural steel due to the short 
span between the hips (not exceeding 
9 ft) 


component 


and the use of the horizontal 


of the prestressed strand 


force in the direction of the cantilever. 


The pressure line actually never 


goes 
outside the flanges. 


Metal forms were repetitively used for 
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mutually-supporting long-span roofs 





the roof slabs; before removal, each 
cantilever shell was jacked and raised 
from the forms to accommodate the an- 
ticipated elongation of the strands—about 
four in, elastic strain per unit. Wood 
forms on tubular scaffolding was used 
for the three-ft deep corrugated - slab 
floors of the center section. Suspender 
rods, 1% in. and 21% in. diameter, hold 
the second and third floors respectively 
from the anchorage above. 
Advantages claimed are: (1) as com- 
pared with conventional concrete meth- 
ods: savings in material and weight; 
(2) as compared with a cantilevered- 
Construction-progress photo (above) shows soffit 
of corrugated-concrete-slab roof after metal form- 
— ing has been removed. Section through slab (be- 
: , low) indicates slope and dimensions of end and 
Architects-engineers for the project typical slabe 
are: Burns & McDonnell, Kansas City, 
with Ammann & Whitney, New York. 


acting as consulting engineers. 


steel truss system: cheaper, more dur- 
able, less maintenance, and, in case of 


i. Tanda, 








Belore be ng anchored to ends of cantilevered 
slabs, strands are coiled at tops of pylons (right ). 
Slabs are jacked and raised from the forms, be- 
fore removal, to accommodate elongation of 


strands 
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materials and methods 











De il of pylons (above left) shows p laster 
Pilaster was designed to stabilize 
carry load to ground, 


bulb, and strands 


edges of walls as well as to 
Emulsion-type acrylic 


paint was sprayed 
i roof slabs 


n 


1 top surfaces 


Details of sockets and strands are shown (above). 
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what’s the best 
floor treatment, 


a 


a 
ao” 


= 
—_ 
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in 


SWEET'S 
CATALOG 


in 
HILLYARD 


PAN PW lelaslel-la-te| 
on ©) EB) = a 


Protect TERRAZZO against “exploding”? 


Eliminate building paper, wet burlap, 
etc...on new CONCRETE? 


edit ASPHALT THLE from softening, 
cracking, fading, @te.? 


Double the life of industrial WOOD floors? 
2 
Condition GYM floors for perfect televising? 


Keep hospital CONDUCTIVE floors conductive? 


Protect walls of SWIMMING POOLS against algae, body oil stains? 


gives you the answers... 





for your own files. Complete with Architect's 
specifications, and long specs with detailed step- 
by-step instructions for contractors. 





in 
PRODUCERS’ 
COUNCIL 
BULLETINS 


Ta 
TECHNICAL 


Field Service 
of the 
HILLYARD ‘““MAINTAINEERS 
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..the nationwide staff of floor treatment specialists. Ask your nearby 


Maintaineer to survey any or all floors on your boards, advise on treatment 
problems, act as your “Job Captain’. His services are freely 
available—consider the Maintaineer as your Floor Treatment Consultant. 


“On Your Staff, Not Your Payroll.” 


ST. JOSEPH, MISSOURI 
Passaic, N.J. + San Jose, Calif. A-4 


BRANCHES AND WAREHOUSE STOCKS IN PRINCIPAL CITIES 





Scope of Wor ke by Harold J. Rosen 


A common form of duplication in speci- 
fieations writing which is superfluous 
and may be dangerous is the use of a 
subhead entitled, Scope of Work, or, 
Work Included, in which the work speci- 
fied in detail in the ensuing section is 
summarized in outline form under this 
heading. Many specifications writers 
may disagree with this assertion and I 
cannot hope to make any converts out 
of this group. However, a review of the 
fundamentals of writing 
will convince the specifications trainee 
that the Scope of Work subhead, as 
written by some practitioners, is redun- 
dant, dangerous, time-consuming, and 
simply amounts to padding of the speci- 
fications. 

The proper relationship between speci- 
fications and working drawings must be 
well understood. These two documents 
which together with the Agreement or 
Contract form the contract documents 
should be complementary, and they must 
interlock, not overlap. The drawings 
should show what is to be done, and the 
specifications should tell how to do it. 
The specifications describe the qualities 
of material and mode of construction, 
and the drawings show location and ex- 
tent of the materials. Inasmuch as the 
necessary information for the construc- 
tion of a building is given to the con- 
tractor in two forms, graphically by 
means of the drawings and in writing 
by the specifications, each should tell 
its own part of the story completely and 
neither should repeat that part of the 
story which belongs to the other. 

The danger in preparing a Scope of 
Work lies in duplication. If this dupli- 
in each instance and 
it might be harmless at 
but, too often, the information 
given on the drawings and that in the 
specifications either do not agree in the 
first place due to lack of co-ordination 
or, owing to necessary changes and to 
errors in making them, develop differ- 
which later create trouble. For 
example, I have seen specifications with 
a Scope of Work written for masonry 
which goes into such detail as follows: 


specifications 


cation were exact 
remained so, 


best: 


ences 


scope of work 


The work under this contract shall include 
all labor and materials required for the 
construction of the masonry work as follows: 
(a) Exterior face brick in cavity-wall con- 
struction with concrete-block back-up. 
(b) Exterior face brick with stone-con- 
crete back-up. 
(c) Exterior face brick with 
brick back-up for parapets. 


common- 


(d) Common brick for interior partitions 
where noted. 

(e) Concrete block for back-up in exterior 
masonry walls, 

(f{) Concrete block for interior partitions 
where noted. 

(g) Structural facing-tile for interior par- 
titions 

(h) Structural facing-tile soaps at exterior 
walls. 


This is not quite the end of the Scope 
of Work, as it goes on ad infinitum, ad 
nauseam. What has the specifications 
writer accomplished? Has he given the 
estimator information to price the work, 
the builder’s superintendent directions in 
construction, or the architect's super- 
visor a check on the character and qual- 
ity of materials and workmanship? 

The drawings, if properly drawn, will 
indicate the location of all of the above 
materials. The specifications should not 
and need not describe their location, 
since the draftsman may make subse- 
quent changes without notifying the 
specifications writer. Another danger 
that sometimes results is that this Scope 
of Work list is not expanded upon later 
in the specification, leaving only a brief 
outline in the Scope of Work which is 
incomplete and forms no sound basis 
for bidding. The estimator cannot use 
the Scope of Work as complete, for fear 
that he will not make a comprehensive 
take-off. The danger with the Scope o/ 
Work paragraphs is that they are not 
complete but only indicate the major 
portions of the work under the Section. 
The estimator may accept the Scope of 
Work as complete and fail to read the 
remainder of the specifications, which 
contain much other information essen- 
tial for an accurate estimate. 

In Prof. Goldwin Goldsmith's book, 
Architect’s Specifications—How to Write 
Them, numerous illustrations are 
on certain references which have Scope 


cited 


of Work headings listing items that are 


not completely described in the subse- 
quent specifications, or describing items 
which are not listed in the Scope. A 
contractor may that he should 
not be required to furnish anything not 
listed in the Scope of Work. 


have been started on lesser grounds, but 


contend 
Lawsuits 


this is not the only problem. It is the 
incident trouble and 
owner and the possible delay to the job 
that must 

The argument in favor of Scope of 
Work clauses is that they are a con- 
venience to the contractor. Such clauses 
tend to lead the estimator, when pressed 


annovance to the 


be avoided. 


specifications clinic 





too-common error of 
accepting the Scope of W ork as sufhcient 


for time, into the 


in itself—with disastrous results. 

ARTICLE 2 of the Al A General 
Conditions states that the Contractor 
shall furnish al] labor and materials nec- 
essary for the 
work. The General Conditions, in turn, 
are a part of the specifications and when 
the trade sections are written specifying 
clearly all materials and labor and 
everything necessary to secure the con- 
struction of all that part of the building 
properly included in that trade section 
a Scope of Work becomes redundant. 
Specifications written by the Veterans 
Administration, the Corps of Engineers, 
and the Public Buildings Service have 
no Scope of Work heading—or a 
general and innocuous Scope that does 
not go into the detail previously illus- 
trated. This lack of Scope of Work or 
very general description has not resulted 
in any extras, to my knowledge. 

As a corollary to the Scope of Work 
heading, the Work Not Included has 
likewise gotten out of hand. A typical 
Work Not Included in the Painting Sec- 
tion sometimes reads as follows: 


proper execution of the 


very 


work not included 
(a) Painting of asphalt tile 
(b) Painting of glass 

(c) Painting marble 


Certainly, if the writer 


describes paint materials and their appli- 


specihcations 
cation on specific surfaces—such as fer- 
rous metals, wood, plaster, and concrete 
block—the contractor will not paint as- 
phalt tile, glass, and marble 
listed Work Not 
heading, or not. 

Let’s not 
the specifications 
belong on the drawings or are 


whether 
under the Included 
encumber, pad, and list in 


items which properly 
described 
elsewhere in the specifications. 

\ Specifications Outline prepared by 
the Michigan Joint ATA- 
ACC Committee does not list a Scope 
of Work in the Outline for 


Construction trades, but does for Mechan- 


Cooperative 
the General 


ical trades, If we can reach the archi- 
tects, we will take care of the engineers 
in due course. 

The Specifications Outline may be ob- 
tained from the Associated General Con- 
tractors of America, 716 South Capitol, 
Lansing, Mich. for $1.00 per copy. (The 
Specifications Outline per- 
manent specifications division numbers, a 
subject discussed in this column, Juty 
1957 P/A.) 


recommends 


August 1957 


163 





p/a selected detail 





fireplace 























GIRL SCOUT LODGE, Annapolis, Md. 
Rogers, Taliaferro & Lamb, Architects 
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COUNTRY CLUB, Tulsa, Okla. 
Donald H. Honn, Architect 

















Cut Costs with ORMICA On-the-Job 
WALL APPLICATIONS 


New methods of applying Formica to wall areas pressure application at the job site. 


with Formica Fast Dry Cement have architects By using two or more colors of Formica, endless 


and building management specifying huge areas of numbers of interesting personalized designs can be 
what was once considered a luxury material. created. Your local Formica representative can 

It is no longer necessary to pre-veneer Formica in suggest fresh new Formica wall treatments. 

a shop. Contact bond adhesives permit fast low 

ee ee ee 


Full “how-to-do-it”’ information on applying 


Formica to walls is included in a new booklet - FORMICA CORPORATION 


“Vertical Surfaces’. Write for form #670. i Subsidiary of razvyverr me 
Sub: : =: 


1604-7 Spring Grove Ave., Cincinnati 32, Ohio 
In Canada: Arnold Banfield & Co. Ltd., Oakville, Ontario 





anon renee 1¢ 


Please send me your new booklet ‘‘Vertical Surfaces” 
Form #670. 





FORMICS 


lam-noted Past 






Pays in Performance 
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Louise Sloane remodeling-2 


Continuing our presentation of remodeled interiors, we show an extra- 
ordinarily skilful conversion of a 10’ x 40’ shop into a compact office 
suite; and the interior updating of a century-old hospital. 

In transforming a dilapidated, narrow shop into suitable offices 
for their own interior design activities, Kim Hoffmann & Stephen 
Heidrich chose a uniformly light, over-all color, to create a feeling of 
spaciousness. Natural light-oak paneling covers the walls, the floor tiles 
are beige and taupe, furniture color accents are coffee-brown, old gold, 
and orange. To effect square room proportions instead of oblong ones, 
the ceiling was lowered, large mirror areas were introduced, and sliding 
wall panels (completely removable) provided as area dividers. By 
means of the ingeniously contrived wall panels, it is possible either to 
throw open the entire room length when desired, or to achieve separate 


areas for consultation. promotion and display, design, bookk« eping, 


sample storage. 





Entrance area accommodates receptionist, Hoffmann & Heidrich- 
designed wall-hung display units, dimmer controls for spotlight- 
plus-decorative-fixture lighting scheme. Spotlights focus on a 
loan exhibit of paintings, decorative fixtures provide focal area 
lighting. Custom-designed furniture is beige-painted wrought iron, 
and natural oak with glass, lightly scaled to room's proportions. 
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remodeling 





Vermeer and other Dutch masters inspired the floor design, 
the sparing use of decorative accents—such as antique 
fixtures, Oriental rug, heavy silk drapery—to animate the 
modern design. Acrosspage photograph returns to entrance 
area, showing wall opposite entrance door. Woven-wood 
panel, in metallics and vivid colors, conceals air-condition- 
ing system, and is set at right angles to mirrored wall to 
form a storage niche. The ceiling-track-hung wall panels 
that close off the office area are equipped with retractable 
closet fixtures, consistently making maximum use of limited 
Space. 





client 


location 


designers 


own offices 


New York, New York 


Kim Hoffmann & Stephen Heidrich 
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cabinetwork, furniture 
All: Hoffmann & Heidrich de 
woodwork executed by Rigon Wood Woven-Wood Panel 
ng C 417-419 East 93 St ae % E. 75 S 
New York, N. Y.: wrought-iron aN 7 
ted by lronmaster r 220 walls, sliding divider panels ; 
B kiyn, N. Y Mi OSE ; Spotlights 


w k 


lighting 


equipment Antique Dutch Fixtures, Brass Table 
Air Conditioning bateens olete wea Lamps i fir ak . - 
t Syra SS a Sy ; w y J 

wens 


Dimmer Control 

fabrics ceiling, flooring Electr B 
Handwoven Upholstery: de by Ceiling 
Ellen Siegel/ Rancoce cs ur psun art exhibit 
ngton, N. J Dutch Paintings 


silery, 52 E 


Antique-Silk Drapery 





nt r design data 


remodeling 


client § St. Joseph's Hospital 
location § Philadelphia, Pennsylvania 


designers § Ken White Associates 


In modernizing a century-old hospital (built in 1849), the 

designer's problem was to realize the maximum in efficiency 

and economy. and the solution was based on creative use 

of contemporary materials, together with imaginative hand- 
ng of coior, 

In the Lobby, walnut-plywood paneling covers the walls, 
encloses columns, and is used for a decorative door; a 
luminescent ceiling brightens the entrance; vinyl-tile floor- 
ing provides a colortul design in white with bloc ks of 
yellow, blue, orange and green. Furniture, light both in 
color and in scale, and simple planting, complete the fresh 


neu look. 





ota teahesian dactan Anho 





































; Admissions Office (“‘before,” left; “after,” above) intro- 
duces privacy for the interviewees by means of | 


board dividers, painted white with natural-walnut edg 

ing. Desks, ceiling, and pegboard panels are white 

against a light-blue wall; chairs are blue-green 

umber-gray streaked with terra cotta. black, and u é 
Conference Room (below) uses interesting ntr 

n natural woods—natural walnut with brass molding { 

the foreground wall: light mahogany with gray stripping 


jor rear wall: ebonized-birch framing for Polyplastex 





screen in far rear. Chairs are natural walnut, uph 
eige, or turquoise lecturn is na 


stered in gray, 





walnut. Floor is beige with terra cotta spat 


stripe in charcoal, spattered in beige and terra 
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remodeling 






St. Joseph’s Hospital (continued) 






Dramatic change in Administrator's Office was effected 
by covering one wall with nautral-cypress planks, the 






others with deep blue monkscloth, and introducing a ° 





beige, tan, and deep brown geometric vinyl-tile floor. 
{ll of the furniture is white except the walnut chairs 





with natural string. The wovenwood blind repeats the 






heige-white-brown and deep-blue color plan. 























data 


lobby 
Furniture t Ww " 7500 
Luminescent Ceiling: | : " 
‘ 3426 sd St. Ff ‘ ». Po 
Walls Plvw 
ad ? New Y : N 


Paneled Ceiling - 


Floor: Rk 





edmissions office 





Cabinetwork S ’ sbinetworks 
’ L ¢ Brook 
@haire: Richards Moreen! 2 
, , Ave N wy y k N 
Lighting: M ; : 2 St 
New York. N. Y 
Pegboard Panels Plyw j 
Ceiling 
aM A New York. N.Y 
Doctor’s Lounge (“before.” left: “after.” above) has conference r m 
a restijul blue-and-u hite color s¢ heme. @ suggestion of Cabinetwork Lectern bs 
Oriental calm in its er nu ped ceiling lanterns, its sh = Ww. West Balt 
like wall of Polyplastex framed in deep red mahogany Ch . . “ 
, airs os Ff ture Co High 
Children’s ¥ yrld (below) comforts small patients F + WN 
with hassocks and television, the former upholstered Upholstery: **k . = ‘ , 
n pink, blue, and turquoise. the latter housed in a . st 
ud ; ” 
" “hirde lge suspended from the ce ling Lighting » ting C 248 
McKit ‘ Fy " ‘ NY 
Walls > g Ply 
* éth Ave., New York, 
. . T 





Ceiling t State syvosum Co 
Floor M ‘ af 
administrator's office 


Cabinetwork, Desk: 8 ’ st 


V net 
Wovenwood Blind vy sw Modes 
Mm OF ‘ New York N.Y 
String Chairs 5 tue £42 
M A New k, N Y 
Bench: A » — PO 
Box 4324 M W. Va 





=] 


Upholstery k 


Lighting: Re 225 Fifth A » 


Walis: “ft " , H fs 


8 ‘ ss ' 
Ceiling ted +a 


Floor: & 


doctors’ lounge 


Cabinetwork wl " twork 


Chairs W 


Lighting: Howard M k 
Morgent! 


Wall: Ff sstex Unit 44) 
Ms Ave WNe ’ » 


Ceiling Stat 
children's world 

Cabinetwork Mode tore ture 

® 

Ottomans: A t . 


Upholstery x ; BF r 
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Wall Panel: 


4. thick/ shown in setting designed by Henry 





“Tenex waterwood textured pane 










Hill/ 4x8’ sheets cut into rectangular pane tin 






ished with rubbed gold paint, adhesive-applied 
Pack River Tree Farm Products, Spokane, Wash. 












Floor Tile: ‘Scored Tile ylazed cerar 4\/4"'x 


4/4", with straight grooves cut into surface 







ement grout flows int grooves jus? 4s if Goes 








nt nts around unit, creating the effect of ind 





vidual tiles/ tiles with self-spacing projections ar 





set individually/ full color line/ American-Olean 






Tile Co., Lancaster, Pa. 











Make-Up Lighting: “Vanity Fair/ adapta 


f shting system for home 












use/ serie t meta! strips, 24 36", 48° 
ng, respectively, 4, 4, 
f 15 


sity/ each bulb set in a “Perfalux" cup 













or 25-watt inten- 






reflector tinted ¢ diffuse a soft pink 








> used in vertical side 






pair 5 ’ tric scross mirror top 





nium pistes provide 

















corner fittings f haped unit of 3 
strit retail: 24''-4 jhts, $24.90; 36"- } 
é ght $36. 48"-8 light, $48.75 
rer bend, $6 pair/ Lightolier, Inc., 
Jersey City, N. J. . 












Sculptured Wall Facings: clay til: 


» variety of pattern 





x? } ] : 
; 
dened 
j 

et w 
° " stars ee 
; ee 
size snae from 4 «x8 es 12 

8 retail: from $3.60 to $6.25 pe 

yf De- i 


sign-Technics, 4 E. 52 St., New York, 
N. Y. Decorated Ceiling Tile: “Temlok 


k/ tonque-and 





nq r cementing Armstrong 
Cork Co., Lancaster, Pa. 
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Sil dat 


ALL-PURPOSE DOWNLIGHT 
FOR ALL 


RESIDENTIAL 
and 
COMMERCIAL 
APPLICATIONS 


EERE ER : eee eet Net ae ead 


LAMP COST at one-third of other units 


Silver-Dot units use low cost silvered bow! lamps. The lamp 
renewal cost for equivalent burning hours is approximately 's 
that of equipment using reflectorized lamps. In addition, the 


labor cost of replacement is reduced because all Silver-Dot 


LNIRPUVE A DIT Saf 


(Spe 


units can be relamped with pole type lamp changers 


— 
" 


POWER COST at two-thirds of other units 


Many recessed downlights are designed for 150W lamps. Silver- 


Dot 100 Watt units therefore require just % as much electricity 


SL SRI Ce: 


rin 


LIGHT OUTPUT of three times other units 


Silver-Dot line units will provide up to 3 times as many foot- 
candles as other units of similar application. This impressive 
increase in illumination is more precisely controlled with less 


objectionable glare from the unit itself 


/ 
% 
$ 
: 
% 
* 


ADAPTOR TYPE SILVER-SPOT 


Se 
wee 


Designed for use in any porcelain receptacle or E 


swivel fitting as on effective and inexpensive 


wey of providing supplementary or specic! 


OY /ossorint ke PS, 


effect lighting. Colored light available with WY 


Ahet e 
RSs 


interchangeable color reflectors 


Send for your FREE 
SILVER-DOT OPERATING 
COST COMPARATOR 


abe, 





bakes 


"iw at A 


Provides relative operating cost (lamp re 
newols and electricity only) per lumen de 
livered for 1000 hours of operation for 
several types of downlights tested under 
identical conditions Send request on letter 


heod to 


MIA TS CMP C KR STG pe LAOS 


SKYLIKE LIGHTING, INC. 


VRA A ) t ‘ MPANY 


BOUND BROOK + NEW JERSEY 


at 
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Hugs the wall when folded . .. even mobile units are available ...opens in one continuous motion, 


Brunswick Folding Gymnasium Seating 


Another example of why Brunswick’s complete 
line of school equipment is your best investment 


Brunswick School Furniture is as flexible as today’s teaching Texas demonstrates Brunswick flexibility in action. The only 
techniques! This classroom at Peter Pan School in Andrews, stacking line, it moves, nests and groups to meet every need. 














with exclusive row locking ...turns the gymnasium into a dollar-earning auditorium. 














Action photos taken at Lake Park High School, Medinah, Illinois 


= 
] 





pays for itself as you use it 


Brunswick Folding Gymnasium Seating soon pays for 
itself in convenience and earning capacity. It lets students 
use every inch of activity space. And it quickly converts 
the gym into an auditorium for paid-admission events. 
Besides gym seating, Brunswick makes folding partitions, 
stages, basketball backstops, wardrobes and closet walls. 
Brunswick School Furniture includes chairs, desks, tables, 
cabinets ...everything for the classroom. All offer 
a unique combination of advanced features and quality 
exclusives you'll find in no other line. 


Complete Flexibility: Brunswick folding 
equipment and furniture makes every area of the school 
multi-purpose. It saves space, cuts maintenance costs, 
too. And Brunswick furniture is the only stacking line. 
It moves, nests, stores, and groups in countless combina- 
tions. You'll find Brunswick as ideal for after-school uses 
as for schoolday activities. The company pioneered the 
concept of flexibility ...and is now taking the lead in 
further advances. No other line can offer such proof- 
in-use by hundreds of schools throughout the country. 


Functional Beauty: Brunswick’s unique com- 
bination of flexibility and beauty makes classrooms living 
rooms for learning. Functional designs and harmonious 
colors create surroundings that actually improve teacher 
and pupil efficiency. See the beauty of Brunswick furni- 
ture and equipment at neighboring schools, and get the 
opinions of other school authorities. They can tell you 
that the Brunswick line is an investment in beauty... 
the perfect partner for modern teaching methods. 


Rugged Construction: Many manufacturers 
have found inspiration in Brunswick’s designs. But 
Brunswick quality is unique. No other line is engineered 
and constructed with such careful attention to quality. 
Every piece of Brunswick equipment is built as an invest- 
ment ... not merely a purchase. From concept to small- 
est detail, Brunswick furniture is rich with quality exclu- 
sives. Your representative can explain in detail how 
Brunswick is built for years of trouble-free use. 


Dependable Service: Brunswick regards 
service as “‘quality in action”. Your representative’s serv- 
ice begins, not ends, when you buy. He is always on call. 
And Brunswick is the only line offering both folding 
equipment and furniture. You buy from a single depend- 
able source ... know exactly where to turn for service. 
Brunswick backs every sale with a quality reputation 
that has been bright for 112 years. 

For complete information, write to The Brunswick- 
Balke-Collender Company, 623 South Wabash Avenue, 
Chicago 5, Illinois. 


» 





the investment line 
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Editor's Note: Items starred are particularly 

noteworthy, due to immediate and widespread 

* nterest in their contents, to the conciseness 

and clarity with which information ts pre- 

sented, to announcement of a new, important prod- 

uct, or to some other factor which makes them 
lly valuable. 


especially 





air and temperature control 


123. Copper Tube Panel Grids, 28-p. 
guide to installation and design of resi- 
dential radiant heating system using pre- 
formed, copper tube panel grids. Discusses 
principles of radiant panel heating; ex- 
plains advantages of new system with flex- 
ible center spacing that simplifies adapta- 
tion to any plan arrangement. Diagrams 
suggest variety of grid designs for floor 
anil ceiling as well as methods of indicat- 
ine grid layout in drawings. Gives installa- 
tioa procedure with photo illustrations. 
Charts, drawings. The American Brass Co., 
Waterbury 20, Conn. 


124. Norman Heating & Ventilat- 
*% ing System, 48-p. spiral-bound note- 

book describing gas-fired forced-air 
heating and ventilating system designed 
especially for schools. Full-page drawings 
location of gas connections and 
openings for installed units; as- 
sembly of furnace compartment, corner 
and filler shelving connections. 
Brochure insert discusses operating charac- 
teristics. Specifications. Norman Products 
Co., 1154 Chesapeake, Columbus, Ohio. 


125. Aerovent Blade Fans, AIA 30-D-1, 
i-p. brochure and insert covering charac- 
teristics of seven-blade propeller fans for 
use in medium pressure ranges. Photos 
show range of chassis designs for specific 
industrial applications. Dimensions and 
capacity data included. Aerovent Fan Co., 
Inc., Piqua, Ohio. 


show > 


Ww indow 


sections; 


To promote use of sound application methods 










for installing 


asbestos-cement shingles, the Asbestos-Cement Products Associa- 
tion has, for the first time in its history, issued a manual of 
application methods for asbestos-cement roof shingles. 

Featured in this manual is the new “low-slope” method for 
applying shingles to roof decks sloped as low as two in 12 in.; 
standard methods apply to slopes of five in 12 in, or greater. The 
new “low-slope” method is recommended for shingles of four 
basic types, each of which is applied in a different manner to 
give the roof a distinctive appearance. By interlacing the asphalt- 
felt underlayment, as prescribed in this manual, a waterprooj roof 


can be obtained even at an extremely low pitch. 


The manual, complete with index, covers all phases of shingle 


application, from general discussion of available designs, through 


job planning, preparation, and installation on various roof types. 


Text is illustrated with explanatory drawings. 


Copies of “Manual of Application Methods for Asbestos-Cement 


Roof Shingles,” 20-p.. are available from 


Products Assoc., 509 Madison Ave., 





construction 


212. Architectural Grade Weld- 
*% wood, AIA 19-F, 32-p. handbook covers 

all major aspects of interior design 
with plywood panels. Provides general 
data on grades, types, veneers. Features 
construction details for paneling typical 
room: layout, elevations, furring, joints, 
coiners, curved panels. Also gives details 
for counterfronts, furniture, custom stile- 
and-rail pane] design. Photos, specifica- 
tions, charts, sizes. United States Plywood 
Corp., 55 W. 44 St, New York 36, N. Y. 


213. Relgrit Non-Skid Grating, AIA 
14-D-1, 4-p. 
214. Reliance Grating, 4-p. 


Two brochures providing data on electro- 
pressure welded grating and safety treads. 
Photos in first brochure show various in- 
stallations of nonskid grating with abrasive- 
embedded surface and safety treads with 
Safe-load table, bar 
Second bro- 


abrasive-metal nosing. 
spacing chart, dimensions. 
chure illustrates available grating designs— 
rectangular, U-type, knurled surface. Load- 
distribution diagram, tables, photos, draw- 


ings. Reliance Steel Products Co., Me- 
Keesport, Pa. 
215. Toplite Panels, AIA 12-J, 16-p. 


guide to use of prefabricated glass-block 
toplighting panels for year-round control 
of sunlight in homes, offices, factories, or 
schools. Describes features. Plans and 
section drawings indicate panel locations 
in different building types. Gives design 
data for calculating daylight illumination 
system. Panel-joint details, standard panel 
sizes, construction layout, construction de- 
tails, installation procedure, specifications, 
technical data. Owens-Illinois Glass Co., 
Ohio Bank Bldg., Toledo 1, Ohio. 


the 
New York 22, N. Y. 


Asbestos-Cement 
R. C. 





216. Glass-clad Buildings, AIA 
% 17-A, 16-p. booklet outlining completely 

integrated curtain-wall system of steel 
and aluminum supporting members cou- 
pled with structural-glass panels for vision 
and spandrel areas. Four-color renderings 
and photos show esthetic possibilities in 
design of facades for industrial and school 
buildings, shopping centers, and multi-story 
structures. Perspective section drawing, de- 
tails, structural-glass color charts. Specifi- 
cations and large detail sheet are inserted 
in brochure pocket. Pittsburgh Plate Glass 
Co., 632 Fort Duquesne Blvd., Pittsburgh 
22, Pa. 


217. Uni-Crest Polystyrene, 4-p. pamph- 
let describing applications for new poly- 
styrene product—as ready to use expanded 
boards or tiny unexpanded granules ready 
for molding. Suggests use for perimeter or 
interior insulation, partitions, doors, cur- 
tain walls, siding. Photos show: slab, 
block, and molded shapes; variety of tex- 
tures and finishes; structural panels of 
polystyrene laminated with wood, plastic, 
or metal. Physical properties chart, United 
Cork Companies, Kearney, N. J. 


218. PC Glass Blocks, AIA 10-F, 24-p. 
catalog contains data on glass-block types 
for toplighting, light-directing or light-dif- 
fusing in commercial, industrial, and pub- 
lie buildings. Functional-block 
chart facilitates choice of block for par- 
ticular location on facade or roof. Day- 
light performance data: typical daylighting 
surveys and illumination values. Decora- 
tive block patterns are illustrated; block- 
panel layout table is based on modular co- 
ordination. Gives installation details for 
interior and exterior panels as well as sash 
and block combinations. Installation pro- 
specfications, photos, drawings, 


selection 


cedure, 









charts. Pittsburgh Corning Corp., Pitts- 
burgh, Pa. 


219. Weatherban Curtain Wall Sealers, 
4-p. 

220. Weatherban Sealers, 4-p. 

Two file folders describing family of poly- 
sulphide rubber-base sealers for curtain- 
wall panel construction where durability, 
flexibility, and strength are required, First 
brochure discusses features of sealers in 
reference to 11 case histories. Photos illus- 
trate varied applications. Lists physical 
properties. Second folder outlines proper- 
ties of sealer and black synthetic-rubber 
ribbon which serves as secondary weather 
seal. Engineering details, specifications. 
Minnesota Mining & Mfg. Co., Adhesives 
and Coatings Div., Detroit 2, Mich. 


221. Mahon Products, 74p. spiral-bound 
notebook contains brochures with technical 
data on electrified structural floor systems, 
steel decking, insulated metal walls, and 
prefabricated-wall panels. Provides photos, 
section property tables, load tables, speci- 
fications, perspective installation and weld- 
ing details, construction details. Catalog of 
rolling steel doors is illustrated with 
photos and mechanical details. Includes 
chart listing of types of structural roof ma- 
terials, spans, dimensions, costs, and ther- 
mal properties. The R. C. Mahon Co., 
Detroit 34, Mich. 


222. Steel Joist Bridging, AIA 13-G, 
16-p. synopsis of tests made on short-span 
open-web joists to determine most effec- 
tive type of bridging. Presents charts com- 
piled from results of three series of tests 
along with observations and conclusions. 
Drawings, diagrams, and photos illustrate 
report. Steel Joist Institute, Dupont Circle 
Bldg., 1346 Connecticut Ave., N. W.. Wash- 
ington 6, D. C. 


223. Mills Movable Walls, AIA 35-H-6, 
68-p. catalog featuring series of modular 
movable metal partitions designed for office 
and factory interiors. Details construction 
features and application of three incom- 
bustible, acoustical partition types. Per- 
spective drawings suggest applications 
using alternate jamb, head, and base de- 
tails. Covers installations for particular 
room requirements; details for wall linings 
and railings. Also, catalogs accessories: 
transoms, louvers, bookcases, sliding doors, 
hardware, electrical outlets—giving details 
for installation. Photos, drawings, specifica- 
tions, exploded views. The Mills Co., 993 
Wayside Rd., Cleveland 10, Ohio. 


224. Davidson Architectural Porcelain, 
AIA-17-A, 20-p. reference catalog with data 
on porcelain-enamel panels for commercial 
and institutional buildings. Section on cur- 
tain walls provides details and elevations 
showing installation of single and double- 
wall panels via mechanical connections. 
Section on facing panels shows clip attach- 
ment for screw connections and gasket-type 
joints. Gives typical trim and opening de- 
tails, Illustrates variety of panel surface 
patterns and channel letter designs. Photos 
and drawings show: installation of decora- 
tive facing panels and louver inserts; ex- 
terior remodeling job; installation of 
checkered-panel pylon. Davidson Enamel 
Products, Inc., 1104 E. Kibby St, Lima, 
Ohio. 


225. Mileor Metal Trim, AIA 20-B-1, 
20-p. catalog illustrating types of interior 
steel trim for various installations. Features 
standard wall units for window openings— 
consisting of head and jamb sections, win- 
dow stools, and convector enclosure panels ; 
gives full data and instullation details. 
Includes sections on plastered-in and 
clipped-on bases, picture molds, fillet 
molds, and blackboard trim. Provides in- 
stallation details for each unit. Photos, 
specifications, dimensions. Inland Steel 
Products Co., 4143 W. Burnham St., Mil- 
waukee 1, Wis. 


doors and windows 


313. Modernfold Doors for Schools, 
8-p. pamphlet illustrating numerous appli- 
cations for accordion-folding fabric-cov- 
ered doors in schools. Photos and sketches 
show units installed in study halls, class- 
rooms, gymnasiums, auditoriums, and 
libraries—as partitions, stage curtains, and 
wardrobe or closet doors. Cutaway photo 
shows construction features. New Castle 
Products, Inc., New Castle, Ind. 


314. Norton Door Closers, AIA 27B, 
20-p. catalog exhibiting line of surface- 
mounted door closers for all common door 
types as well as special closers for con- 
cealed installation in mortise or lintel and 
air-controlled screen-door closer which elim- 
inates disturbing door noises. Diagrams ex- 
plain operating principle; photos show 
component parts. Catalog section shows 
arm types, brackets, and completed instal- 
lations. Details, photos, drawings, dimen- 
sions. Norton Door Closer Co., Berrien 
Springs, Mich. 


315. Plexiglas Louver Panels, AIA 26- 
4-9, 18-p. pamphlet serves as pictorial 
guide to use of one-piece acrylic-plastic 
louver panels for sun control and daylight 
diffusion. Sketches explain panel construc- 
tion and application. Utilizes basic light- 
ing data to determine type and location 
of panel for particular global areas, orien- 
tations, temperature levels, and seasonal 
sun position. Covers principles governing 
choice of horizontal or vertical, trans- 
parent or translucent louvers. Recom- 
mends panel and louver dimensions, cut-off 
angle, installation method, typical con- 
struction details, specifications. Rohm & 
Haas Co., Washington Sq., Philadelphia 
5, Pa. 

electrical equipment, lighting 
497. Le-Brite Concave Controlens, AIA 
31-F-23, 4p. 
498. Mercury Vapor Lighting, 4p. 
Two folders presenting additions to manu- 
facturer’s line of lighting fixtures. First 
brochure describes low-brightness incandes- 
cent lighting unit consisting of square re- 
flector with dome-shaped top section and 
Installation data and draw- 
photometric 
dimensions. 


concave lens. 
ings, photos, specifications, 
test report, charts, tables, 
Mercury vapor lamp with prismatic-glass 
reflector and ventilated socket housing is 
subject of second brochure. Photos suggest 
wide industrial applications for low-bay 
areas, Section drawing, engineering data. 
Holophane Co., Inc., 342 Madison Ave., 


New York 17, N. Y. 


499. Power Distribution Library, file 
folder containing first two of series of 
bulletins on planning load- 
industrial power dis- 
covers funda- 
arrangement, 


tab-indexed 
center systems for 
tribution. First brochure 
mentals of system, circuit 
size and location of substations, equipment. 
Second bulletin covers short-circuit protec- 
tion. Photos, diagrams. General Electric 
Co., Schenectady 5, N. Y. 


101. Wilson Luve-Tile, AIA 31-F-2, 16-p 
guide for planning and installation of 12” 
square louvered tiles of molded plastic 
material for ceiling-light diffusion. Draw- 
ings explain suspension system which per- 
mits hinging from either side. Photos show 
tiles installed over entire ceiling and in 
decorative patterns. Discusses key factors 
in planning. Sample layout; wall sections; 
analysis of basic elements; pictorial instal- 

(Continued on page 180) 
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lation and maintenance instructions. J. A. 
Wilson Lighting & Display, Inc., 260 Dela- 
ware Ave., Buffalo 2, N. Y. 


102. Flexicore Electrified Floors, 
* 36-p. guide to installation of complete 
electrified-cellular concrete-floor  sys- 
tem for office buildings. Describes how 
use of system facilitates office-building de- 
sign. Gives sample structural design prob- 
lem with drawings of typical floor, sec- 
tions, and structural details; photos show 
full installation procedure. Also section on 
design of underfloor electrical distribution 
system: step-by-step procedure ; typical dis- 
tribution layouts; isometric wiring dia- 
gram. Additional data on floor openings, 
fireproofing, suspended ceilings, floor fin- 
ishing. Structural and electrical specifica- 
tions. The Flexicore Co. Inc., 1932 E. 
Monument Ave., Dayton 1, Ohio. 


103. Panelescent Lamp, 4p. bro- 
*% chure details construction and charac- 

teristics of new ceramic-on-metal panel 
lamp using electroluminescence principle 
for low brightness surface lighting. Among 
applications suggested in photos are: radio- 
clock face, radio dial, thermometer, lumi- 
nous house numbers, glowing switch plate, 
self-illuminating sign. Also illustrates ceil- 
ing panel for soft-interior lighting. Sylvania 
Electric Products Ine., 1100 Main St, 
Buffalo 9, N. Y. 


404. Interior Lighting Design Data, 
52-p. manual intended as basic reference 
book for architects and engineers designing 
interior lighting installations. Describes 
footcandle levels required for such seeing 
tasks as drafting, bookkeeping, and ma- 
chine operating; levels are assigned to 
specific interior areas of all conceivable 
types from armories and airplanes to tex- 
tile mills. Also, suggests methods of calcu- 
lating light quantities as well as selecting 
lighting systems, maintenance factors, and 
locations for luminaires, Provides tabu- 
lated textbook data on room indexes and 
coefficients of utilization in addition to 
series of charts that facilitate computations. 
Westinghouse Lamp Div., Bloomfield, N. J. 


105. Modular Lighting Systems, AIA- 
31-F, 12-p. pamphlet discussing features of 
modular ceiling lighting systems and pen- 
dant lighting units. Describes and _ illus- 
trates systems designed to coordinate ac- 
rylic diffusers, suspended acoustical baf- 
fles, sprinklers, air diffusers, and movable 
partitions. Photos show actual installa- 
tions; drawings explain assemblies. Catalog 
section shows variety of pendant lamp 
designs; includes engineering data. The 
Wakefield Co., Vermilion, Ohio. 


406. Twinduct Electrical Distribution 
System, AIA 31-C-62, 4-p. brochure featur- 
ing electrical raceway unit with dual chan- 
nels for accommodating both high and low 
potential service lines. Installation photos 
show units mounted flush with and on 
(Continued on page 182) 
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Bernard Hoffman School 
North San Rafael, California 
General Contractor: 

Pacific Coast Builders 


Acoustical Contractor: 
Cramer Acoustics 


Economical Forestone is available through the following 
Simpson Certified Acoustical Contractors: 


ALABAMA 

Badham insulation Co., Birmingham 

Stokes Incorporated, Mobile 
ARIZONA 

Fibergias Engineering & Supply, Phoenix 

Hall insulation & Tile Co., Tucson 
ARKANSAS 

Buck Hendershott Company, Little Rock 
CALIFORNIA 

Coast Insulating Products, Los Angeles 

Cramer Acoustics, Fresno and 

San Francisco 

John K. Haas Company, San Diego 

H. W. Rivett Company, Sacramento 
COLORADO 

Construction Specialties Company, Denver 
CONNECTICUT 

Wilson Construction Company, Hartford 
FLORIDA 

Anning-Johnson Company, Miami 

Anning-Johnson Company, Tampa 
GEORGIA 

Anning-Johnson Company, Atlanta 

The Linoleum & Shade Shop, inc., 

Savannah 


IDAHO 
Fibergias Engineering & Supply, Boise 
Idaho Acoustical & Building Specialties 
Co., Boise 
ILLINOIS 
General Acoustics Company, Chicago 
George S. Grimmett & Co., Champaign, 
Decatur, Mattoon and Springfield 
INDIANA 
The Baldus Company, Inc., Fort Wayne 
E. F. Marburger & Son, Inc., Indianapolis 
Parkinson Brothers, Evansville 
1OWA 
Lamoreaux and Assoc., Inc., Marshalltown 
KANSAS 
Ecoff & Co., Wichita 


ENTUC 

Atlas Plaster & Supply Company, Louisville 
LOUISIANA 

King & Co., Inc., New Orleans 


MARYLAND 
Lioyd E. Mitchell, Inc., Baltimore 
MASSACHUSETTS 

Acoustical Contractors, Inc., Brighton 
MICHIGAN 

Detroit Acoustical Contracting Co., Detroit 

Grand Rapids Acoustical Co., Grand Rapids 

and Lansing 

MINNESOTA 

Dale Tile Company, Minneapolis 
MISSISSIPPI 

Stokes incorporated, Greenwood 

Stokes Incorporated, Jackson 
MISSOURI 

Hamilton Company, Inc., St. Lou!s 

B. J. Lutz, Inc., Kansas City 

Midwest Services, Inc., Joplin 
NEBRASKA 

Kelley Asbestos Products Co., Omaha 
NEW JERSEY 

Connor & Company, Inc., Kenilworth 

Kane Acoustical Company, Inc., Fairview 
NEW MEXICO 

Fiberglas Engineering & Supply, 

Albuquerque 


NEW YORK 
The Cronin Acoustical Co., Stony Point 
Davis Acoustical Corp., Albany 
Davis-Fetch & Company, Inc., Buffalo and 
Jamestown 
Robert J. Harder, inc., Lynbrook, L. |. 
James A. Phillips, inc., New York 
Rochester Davis-Fetch Corp., ithaca and 
Rochester 
NORTH CAROLINA 
The Bonitz Insulation Co., Greensboro and 
Goldsboro 
Bost Building Equipment Co., Charlotte 
° 


OH! 
Acoustical Contracting & Supply Corp., 
Cleveland 
Cincinnati Floor Company, Cincinnati 
Riethmiller Acoustic Company, Columbus 
LAHOMA 


Denman Floors Company, Oklahoma City 
Harold C. Parker & Company, 
Oklahoma City 
Midwest Marbie & Tile Company, Tulsa 
GON 


Commercial Tile Company, Eugene 

R. L. Elfstrom Company, Salem 

Johnson Acoustical & Supply Co., Portland 
PENNSYLVANIA 

Acousti-craft, Inc., Philadelphia 

Standard Floor Company, Pittsburgh 
SOUTH CAROLINA 

Bonitz Insulation Co., Columbia 
TENNESSEE 

Alexander Marble & Tile Company, Memphis 

Anning-Johnson Company, Knoxville 

Nelson Baird Company, inc., Nashville 
TEXAS 

Blue Diamond Company, Dallas 

Builders Service Company, Fort Worth 

Collins Roofing & Sheet Metal Company, 

Odessa 

General Supply Company, Inc., Houston 

Houser Resilient Floors Co., Ei Paso 

Raymond Rambo Materials Co., 

Corpus Christi 
Rufus A. Walker & Co., San Antonio 
Stanford Engineering Company, Abilene 


AH 
Utah Pioneer Corporation, Salt Lake City 
VIRGINIA 
Anning-Johnson Company, Alexandria 
Manson-Smith Company, Inc., Norfolk and 
Richmond 
WASHINGTON 
Elliott Bay Lumber Company, Seattle 
Fiberglas Engineering & Supply, Spokane 
WEST VIRGINIA 
Asbestos & Insulating Co., Charleston 
WISCONSIN 
Building Service, inc., Appleton and 
Milwaukee 
WYOMING 
Construction Specialties Company, Casper 
CANADA 
F. Drexe! Company Limited, Calgary, 
Alberta; Vancouver and Victoria, B. C. 
Hancock Lumber Ltd., Edmonton, Alberta 
HAWAII 
Hawaii Builders Supply Company, Limited, 
Honolulu 















The Contractors above also install these 
other Simpson acoustical materials: Hol- 
lokore-drilled Perforated Tile—standard 
and scatter drilled, Acoustical Roof Slab, 
Fissured Mineral Tile, Metal Acoustical 
Units, Perforated Hardboard, Perforated 
Cement Asbestos Board. 
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Forestone Acoustical Ceilings — the economical key to happier, better teachers 


A moment ago this hallway was filled with youngsters 
hurrying to class, but it wasn’t noisy because the clatter 
of their feet and the hubbub of their voices were absorbed 
by the economical Forestone ceiling. 

It's quiet in the classroom, too, where quiet is even more 
important. The teacher's words are better understood (and 
her nerves will be calmer) when classroom noise is effec- 
tively quieted by modern, beautiful Forestone ceilings. 
Forestone fissured woodfiber acoustical tile costs no 
more than popular thicknesses of perforated woodfiber 


tile. It absorbs sound as well as equivalent thicknesses of 
perforated woodfiber or fissured mineral tile 

Ask your Simpson Certified Acoustical Contractor about 
Forestone for the ceilings of your school. Write to 
Simpson Logging Company, 1005 White Building, 
Seattle 1, Washington, for the name and address of your 
nearest acoustical contractor. 


Fonestone. 


SIMPSON LOGGING COMPANY 


SHELTON, 


WASHINGTON 
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wall surface where ease of access and 
large capacity permits additional lines to 
be installed as needed. Sketches show in- 
stallation procedure, Also provides data 
on components and fittings. National Elec- 
tric Products, 2 Gateway Center, Pitts- 


burgh 22, Pa. 


sanitation, plumbing, water supply 


Filtrine Water Coolers, 24-p. cata- 
remote, 


741. 
log showing range of concealed, 


and cabinet-type stainless-steel water 
coolers for factories and institutional build- 
ings. Includes special coolers for cafeterias 
and restaurants. In addition, covers selec- 
tion of water purifiers and drinking foun- 
tains for installation in or on the wall. 
Photos, drawings, selection tables, dimen- 
sions, engineering data. Filtrine Mfg. Co., 
84 Prospect St. Waldwick, N. J. 


Commercial-Industrial Water Heating, 
loose-leaf notebook, over 200-p., is stocked 





Get crisper cleaner drawings 


with CASTELL 


In engineering, designing and drafting rooms all over 
America, skilled craftsmen are at work with the incomparable 
Castell—the only drawing pencil with all these qualities: 


Clean-Neat 


gives blacker, denser coverage that 


Easy Erasability — Caste.w’s exclusive microlet mil- 
ling produces graphite granules that strike an ideal 
ghost-free 


balance between and easy, 


erasability. 


coverage 


arying Uniformity— smooth, grit-free CasTELL 
gives identical degree of excellence in pencil after 


pencil, lead after lead. 
{.rad 

lished by 

facturer. 


© vo 


Tracings — graphite-saturated CasTELL 
minimizes 
graphite stain, keeps your drawing crisp and clean. 


STELL 


- 


a 


1¢ — based on original standards estab- 
world’s foremost drawing lead manu- 


the world’s best natural 


graphite containing more than 99% carbon, gives 
a light-proof, impenetrable adhesion that produces 


the highest number of sharp blueprints. 


Castell in 20 superb degrees — 8B to 10H ~— 


is the ideal working tool. Order 


from your Dealer today. 





A.W. FABER-CASTELL 


PENCIL CO., INC. NEWARK 3, N. J. 
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with data on hot-water heating equipment 
and methods for apartment houses, restau- 
rants, schools, laundries, and plants. 
Stresses economical considerations and per- 
formance. Contains Sweets Catalog inserts, 
specification sheets for gas-fired water-heat- 
ers of automatic storage or instantaneous- 
heating type, circulation diagrams, tempera- 
ture charts, installation cost data, sizing 
guide, FHA requirements for multiple 
dwelling water heating, fuel cost analyses. 
Photos, details. Direct inquiries to: Mr. 
A. Grimm, Ruud Mfg., 2025 Factory St., 
Kalamazoo, Mich. 


specialized equipment 


872. Metal Toilet Compartments, AIA 
35-H-6, 8-p. publication illustrating line of 
metal toilet compartments for public wash- 
rooms. Provides photos and construction 
details for ceiling-hung and floor-supported 
models as well as headrail-braced types 
with flush or panel partitions. Also shows 
standard fittings. Baked-enamel finish color 
chart, specifications, sizes. Accurate Mfg. 
Co., 7934 S. Hoyne Ave., Chicago 20, DL 


873. 1956 Peabody Press Jacket, folder 
containing specification sheet and six photo 
plates illustrating contemporary-styled, 
molded glass-fiber seat units with integral 
free-form tablet arm as well as individual 
seat and desk units—for school use. Lists 
construction and design features, dimen- 
sions. The Peabody Seating Co., Inc., N. 
Manchester, Ind. 


874. Flexalum Blinds, 20-p. pamphlet 
illustrating design features of aluminum 
Venetian blinds, draw draperies, and audio- 
visual blinds. Gives component test data 
to substantiate that slats resist bending, are 
non-corrosive, washable, and heat-reflec- 
tive. Shows various decorative applications 
of blinds used for single or multiple win- 
dows. Specifications, installation details. 
Hunter Douglas Aluminum Corp., Chrysler 
Bldg., 405 Lexington Ave., New York, N. Y. 


875. Methods for Plant Layout, 44-p. 
catalog showing materials and methods for 
making plant layouts or scale models with- 
out preliminary drafting. Describes two- 
dimensional system using grid sheets, tem- 
plates, and tapes to create layout from 
which blueprints are made in usual man- 
ner. Drawings show available replicas of 
piping sections with brass-pin connections ; 
pumps; compressors; ladders and _ stairs; 
laboratory furniture; refinery equipment 
and even scale figures for building minia- 
ture assembly lines and fully equipped 
model plants to facilitate visualization. 
F. Ward Harman Associates, Halesite, Long 
Island, N. Y. 


876. Curtis Kitchens, 24-p. catalog bro- 
chure illustrating range of wood cabinets 
and closets for designing attractive con- 
temporary kitchens. Illustrates several com- 
plete kitchens stressing color variety in 
natural wood or painted effects. Shows 
selection of storage units with pull-out 
trays, swinging doors, and spinning shelves 
as well as storage walls and island units. 
Scale outline drawing of wall and base 
cabinets facilitate kitchen planning. Photos. 
Curtis Companies Service Bureau, Clinton, 
Iowa. 
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1 New concrete insert channel 
is l-inch in depth providing 
clearance for reinforced 
concrete applications. 


2 Nail channel (slot to 
inside of tunnel) against 


. 
New lI-inch channel helps cut conarete Sevan. 


Mult-A-Frame It! 


New MULT-A-FRAME concrete inserts now are making tunnel construc- . i 
: % ee : “a Channel anchors are at 12 
tion easier and faster than ever before. Here’s why: MULT-A-FRAME is increments allowing automatic 
now available in one-inch depths, i. e. reinforced concrete thicknesses. ous of horizontal 
reinforcing rods. 
So here's all you do. Just nail the new, one-inch MULT-A-FRAME insert 
channel to the outer form; lay reinforcing rods on anchors at 12-inch 
marked intervals; wire the vertical rods and you're ready to pour con- 


crete. When forms are removed, MULT-A-FRAME is secured flush with 


concrete, ready to hold pipe or cable supports. 


For more information about how new MULT-A-FRAME concrete insert 
channel can save you time and money in your tunnel construction work: 
send today for your free copy of the 1957 MULT-A-FRAME catalog which 
illustrates an almost limitless variety of cost-saving MULT-A-FRAME 
applications in the plumbing and heating fields. Or, if you wish, call your 
nearby MULT-A-FRAME distributor. 


A 4-P-4 


pas Tie vertical reinforcing 

MULT-A-FRAME DIVISION sods in pisces and you've 
MULT VW-FRAME - s ° ready to pour. 
io al Ainsworth Manufacturing Corporation 


we Tf 1471 E. Atwater Street, Detroit 7, Mich. 
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National Carbon Company Research 


and Solex® Heat-Absorbing Glass to 








The graceful, modern appearance of this new structure is immediately apparent in this exterior 


view of the front. Here, the full effect of the Sotex and SPANDRELITE curtain wall is completely realized. 


Your Sweet's Architectural File contains detailed information on all Pittsburgh Plate Glass Company products—Sections 7a, 13e, 16d, 21 


Design it better with PITTSBURGH GLASS 


PR PAINTS - GLASS + CHEMICALS - BRUSHES + PLASTICS - FIBER GLASS 


AP SST ET Se ees ae eee eS eee Be © ie 
IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 


186 Progressive Architecture 





Laboratory is clad with Spandrelite” 


heip achieve an outstanding structure 


This building, housing the Research Laboratories of the 
National Carbon Company at Parma, Ohio, combines Pittsburgh's 
»SoLex Heat-Absorbing, Glare-Reducing Plate Glass and SpANDRELITE 
—the new Pittsburgh heat-strengthened glass which can be supplied 
in an almost unlimited variety of fused-on, ceramic colors—to give 
this structure color, beauty and functional values. All walls of this 
building are “glass clad.” Additionally, Prrrco® Premier Metal, Pitts- 
burgh Paints and interior mirrors made from Pittsburgh Plate Glass 
were basic to the architectural plan. Architects: Skidmore, Owings & 


Merrill, New York City. 


This view shows the So_ex 
wall area in the cafeteria. SoLex 
keeps interiors more comfort- 
able bv reducing solar glare 
ind heat entering a building. 


— 
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MACOMBER V-GIRDERS 


COMBINE THE BEST IN DESIGN AND 
STRUCTURAL ADAPTABILITY 


A STRONGER FLOOR AND 
ROOF SUPPORT 
40’ TO 76’ SPANS 


Check your - ads and s b> with a V-Girder Ca ta ilo og 
SEND FOR and ask for a quo “— tion. One job will be convincin g. 
CATALOG 


™ MACOMBER “ 








NEW 
REFLEC TADOME’ 
SOLATEX 







the skydome that does all 3 * 
reduces heat. . . eliminates 
glare... controls daylight 


After years of development and research Wasco Products, 
the company that originated Skydomes, now offers you 
a revolutionary new overhead daylighting unit. It's 
Reflectadome, the one dome that reduces objectionable 
solar heat gain, eliminates glare and controls daylight 
— without supplementary light control fixtures. 


Reflectadome’s secret is Solatex Silver, a special 
material embedded (not laminated) right into the acrylic 
dome. Reflectadome produces a remarkably level light- 
ing curve to keep interiors evenly illuminated throughout 
the daylight hours for top visual performance. 


Naturally, Wascolite Reflectadome features all the im- 
proved functional advantages of the Wascolite Skydome. 
Solatex Silver embedments are available only from 
Wasco, so specify Wascolite Reflectadome by name. 


Write immediately for full details on exciting new 
Reflectadome, the one Skydome that does all 3! — 
reduces heat... eliminates glare .. . controls daylight. 


*Trademark of Wasco Products, Inc 
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T WASCOLITE REFLECTADOME 


RADIANT HEAT 
TRANSMISSION 


BTU/HR/SQ. FT. 


Setting up guarded hot plate console for “‘k" test on Fesco Insulation Board 


THE TERMS: What is “k”, ‘‘U”, “C"? U VALUES for standard roof deck construction 





British Thermal Unit (Btu): a unit of heat required to Without Ceiling With Metal Lath & 
raise the temperature of one pound of water one degree Construction: Underside of Roof Gypsum Perlite 
Fahrenheit Roof Deck Type Exposed Plaster Ceiling 


ond Thicknes a -_ se 
Insulated with Fesco B —_ Insulated with Fesco Boord 


Overall Heat Transmission Coefficient (U): the hear ‘ t. — aed 
transmission in Btu per hour per square foot, per degree F of —_ Thickness ] = 1!" hh 4," 3/," 1° 14" 9° 24" 
temperature difference from air to air of a given building *¢ : 14.17 97119 17 14 11 .10 
ection. Thi always the final calculat ed to deter- — 

; 1 s is always the fin culation, use on 13 .16 96|.19 .16 .13 .11 .10 


4 
mine insulation specifications : 

1” Wood 12 .15 22/).16 .15 12 .10 09 
2” Wood 11 .12 17/}.14 12 .11 .09 .08 
3 
2 


Thermal Conductance (C): the number of Btu per hour 
transmitted between surfaces of a square foot of a material 
of given thickness per degree F temperature differential be- 
tween surfaces 


” Wood 09 .11 14].12 .11 09 08 .07 


Vg" Gypsum Fiber Concrete 


i over 4” Gypsum Board 11 .13 191.15 11 .10 .08 
Thermal Conductivity (k): the number of Btu per hour Sik* Groce Fiber Conante 


transmitted between surfaces of a square foot of a material over 1” Rigid Ins. Board 09 .10 13}.11 09 .08 .07 
one inch thick, per degree F temperature differential between - 
9” Perlite Concrete (1:6) 


surfaces on Steel form 10 .11 15}.12 10 08 .07 
Thermal Resistance (R): the reciprocal of thermal con- 6” Hollow Core Precast Slab 13 .16 941.18 13 .11 .09 
ductance (1,'C) or thermal conductivity (1/k) Sol 14 18 991.91 14 .12 .10 
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A Schundler “k”’ is not a “‘sometimes”’ 
thing. It is a stable figure, constantly 
verified on the research-standard guard- 
ed hot plate console installed in our 
modern laboratory. Here, at any hour, 
“*k” tests can be run that are accurate 
to within three one-thousandths of one 
BTU. 


But a laboratory “‘k’’, no matter how 
accurate, is a theoretical thing. It can be 
maintained on the job only if the product 
is highly moisture resistant — all ‘k’”’ 
tests are run with dry materials; as 


And a uniform, low “‘k”’ is only one of 
the properties found in every Schundler 
product. Principal Schundler products 
are formulated with a volcanic glass, 
known as perlite — and from this natural 
glass comes incombustibility, perma- 
nence, sound absorption, feather -light 
weight. Fused at temperatures of 1800°F, 
the physical properties of this volcanic 
glass are permanently set. 

Schundler is a major producer of 


perlite crude ore, and today’s leader in 
the development and production of ex- 


moisture increases so does thermal con- panded-perlite products. 
ductance. But here, too, Schundler prod- 
ucts meet the test. Fesco Board, for 
example, will absorb only 0.6% water by 
volume on 2 hours of total immersion. 
When you approve Fesco Board in a 
roof deck you can be sure of the “‘k”’ in 


your “‘ok”’. 


F. E. SCHUNDLER & COMPANY, INC. 


504 RAILROAD STREET + JOLIET, ILLINOIS 


Eastern Office: Chatham Phenix Bidg., 29-28 41st Ave. 
Long Island City, N.Y. 


RATED FIREPROOF MATERIALS - ACOUSTICAL & INSULATING 
Developers and producers of incombustible mineral products including Ebbtone 
Acoustical Tile, Fesco Insulation Board, Coralux Acoustical Plaster, Coralux Perlite 
Aggregates, Mica Pellet Vermiculite, High Temperature Insulating Blocks and 

Insulating Cement 


SCHUNDLER PRODUCTS 
for Fire, Temperature and Sound Control 


incorporating Fesco Board 


1. U values are expressed in 
BTU/SQ. Ft./Hr./Degrees F 
temperature differential, still 
air inside and 15 MPH wind 


ral 
velocity outside Coralux 


Perlite Aggregat 
2. Coefficients and proce- en 
dures used for determining U 
values are in accordance 
with current edition of 
A.S.H.V.E. Guide 


3. For suspended plaster 
ceiling section, air space be- 
tween ceiling and deck as- 
sumed to be from 34" to 4”. 


Acoustical Plaster 


Insulating Cement 
Fesco Board 


Mica Pellet 
Vermiculite 


Ebbtone 


Fesco Board is Approved by the : ‘ 
Bureau of Standards and Appeals for Acoustical Tile 
use in New York City as incombusti- 
ble roof insulation — under Cal. No. 


442-56-5M. 


153 High Temperature 
Insulation Blocks 








1935: Building Number 8 
Gulf Research & Development Company, 


Harmarville, Pa, 





Production Research Building 
Gulf Research & Development Company, 


Hearmarville, Pa, 


building design changes... 












Engineers & Constructors: Wigton-Abbott Corporation, 


Plainfield, N. J. 


but 


KOPPERS COAL-TAR PITCH 
is still the preferred roofing material 


The buildings at Gulf’s Research laboratories trace 
in their design the architectural trends since the 
establishment of this activity in 1935. Building 8 is 
one of three original structures; the latest addition 
to Gulf’s extensive research facilities is the Produc- 
tion Research building, designed by Wigton-Abbott 
and now nearing completion. Both have one thing in 
common: they are protected with 20-year Bonded 
Koppers Coal-Tar Pitch Built-Up Roofing. 

All the flat-roofed buildings at Gulf’s modern re- 
search center are covered with Koppers Bonded 
Roofing, including the new, staff-designed Nuclear 
Science building and the Automotive Products labo- 
ratory, widely acclaimed as a model of its type. 

Proved protective ability is a prerequisite in the 
selection of a roofing material for research buildings 





housing expensive equipment. That’s why Gulf and 
its architects specified coal-tar pitch. And the excel- 
lent service record of the Koppers Roof on Building 
8 during, and beyond, its 20-year bond period is 
typical of the long-lasting, trouble-free protection 
which only coal-tar pitch, with its unique water- 
proofing and “cold-flow” properties, can give. 
Recommend Koppers Coal-Tar Pitch, the quality 
roofing material, to safeguard your client’s invest- 
ment. You'll find helpful specification information in 
our Sweet’s Architectural File 12-B, 8a/Ko. The 
Koppers representative in your area can provide 
additional data and render valuable service. Koppers 
Company, Inc., Tar Products Division, Pittsburgh 
19, Pa. District Offices: Boston, Chicago, Los 
Angeles, New York, Pittsburgh, and Woodward, Ala. 
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Offices of the new Remington-Rand Univac Labora- 
tory, St. Paul, will be air conditioned and all other 
areas will be ventilated. To minimize operating costs, 
and provide more comfort, precast, Permalite-aggre- 


edns Cedas ed 


gate concrete slabs were installed in the roof 
(above) which will be pooled with water during 
summer months. These insulating slabs have more 
than adequate strength to support additional load 
of water and make possible the 0.18 U-factor of the 
completed roof. Great Lakes Carbon Corp., Perlite 
Div., 612 S. Flower, Los Angeles, Cali}. 


Sa! 


New Rigid-Tex Metal pattern (right), No. 1-RL, has 
been specially designed for architectural applications. 
Available in all metals and colors, the pattern is suit- 
able for exteriors of curtain-wall panels or interior 
partitions. Maximum dimensions are: width: 48" ; 
gage: 062"; depth: .073. Over 4000 reflective levels 
per sq ft help strengthen metal both horizontally and 
vertically. Rigidized Metals Corp. 688 Ohio St., 
Buffalo, N. Y 


«OO 





Ventilator for built-in ovens 
(left) incorporates 300 cfm 
twin centrifugal blowers. Two 
hood styles in 24", 27", and 
33” lengths for single ovens, 
and a 45" length for double 
ovens, are available. Finishes 
are antique copper, stainless 
C W Topseal Fastener (below), 
for field-assembled curtain walls 


steel, and copper Trade-W ind 
Motorfans Inc., 7755 Para 


mount Blvd., Rivera, Calij 


’ 
attaches entire curtain-wall assembly 
with single fastener. Three-in-one 
feature includes a self-tapping por- 
tion to anchor interior sheet to girt, 
unsheathed part over which to im- 
pale insulation material, and a 


ire : aroun 
threaded exterior end to fasten outer By spiraling scales around a 


> ihe . 
covering. Upset shoulder prevents tube, this calculator (below) 
& if Pp 


achieves graduations equal to 


crushing of insulation and acts as a 
those of a 66 slide rule 


support for the exterior sheet. Fab- 


; he 2 ze ” uy". 
ricated Products Co., West Newton, When closed, size is 6°x1%' ; 





Pa. price: $19.95. Arthur F. Smith 
Co., 311 Alexander St., Roch- 
ester, N. Y 
f ~ 


Aawneer building front and wall 


system uses only feu standardized, 





glass-framing members (above) 
“Narrow Line” system of extruded- 
aluminum components features putty- 
less. flush glazing throughout. Built 


in, glass-holding channels eliminate 





extra protruding glazing members 
common to other systems Vinyl 
plastic weather-repellent glazing is 
rapidly installed and is resilient to 





pressure. Vertical support measures 
1%” x 4%". Kawneer Co., Niles, 


Mich 
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air and temperature control 


Mo-De-Co Radiant Ceiling Heater: new 
radiant ceiling heater of satin-finished 
aluminum is designed to look like attrac- 
tive light fixture. reflector 
attachea to stem distributes heat evenly 
circular guard shields 
heating element. Pendent unit, 12” long, 
heats instantly, has no moving parts, and 
operates silently, Prewired heater, 
equipped with standard 4” outlet box util- 
120v, AC or DC current. Mo-De-Co, 
196, Encino, Calif. 


Concave 


while perforated, 


izes 
KBox 


AL-Metal Propellers: large-diameter pro- 
cooling towers and heat ex- 
feature 


pellers for 
changers interchangeable, cast- 
aluminum blades. Heavy-duty 
hubs, with belted blade sockets assure high 


and Blade 


roots are keyed into socket. Propellers 


cast-steel 


resistance to vibration stress. 
equipped with four er six blades—range in 
diameter from 14 to 18 ft. Aerovent Fan 


Co., Inc., 700 E. Ash St. Piqua 64, Ohio. 


Combination Fan-Light-Heater: unusual 
recessed unit for installation in bathroom 
ceiling combines heater, fan, and two in- 
candescent lamps in single housing which 
fits between standard joists on adjustable 
mounting brackets. Heater 
nickel coil—reflects heat downward. Squir- 
rel-cage type fan has automatic damper to 
prevent back drafts. Lamps are situated 
on either side of unit, behind flat heat- 
resistant diffusing lenses. Facing grill, 
attached to arms extending from housing, 
fits flat against ceiling. Housing is only 
14"x8"x8". Emerson-Pryne 
Calif. 


with chrome- 


Co., Pomona, 


construction 


Nervastral Rigid: low-cost substitute for 
metal flashing—durable, waterproof, and 
corrosion-resistant plastic material 
preformed in shop or on the job site and 
applied with either nails or cement, Mate- 


can be 


rial—recommended for through-wall flash- 
ing, spandrel-beam waterproofiing, 
struction joints, termite shields, and similar 
applications—is available in rolls 144’ long 
and 12”, 24”, or 36” wide. Rubber & Plas- 
ties Compound Co., Inc., 10 Rockefeller 
Plaza, New York 20, N. Y. 


Hosking “300”: low-cost, one-piece alumi 
num-alloy combination fitting—which holds 
both horizontal tubing—tre- 
places two ordinary fittings in construction 
of storage racks, scaffolding, work tables, 
stalls, docks, or catwalks. Pipe is attached 

without welding, threading, or special 
by slipping fitting on and tightening 
set screws with hex wrench. Unit can be 
detached and reused frequently when em- 
ployed in temporary structures. Tapered- 
diamond design gives additional 
Fittings are available in 
iron pipe and four 
heavy-gage steel or aluminum 
tubing. John H. Hosking Co. 1704 How- 
land Ave., Cincinnati 23, Ohio. 


vertical and 


tools 


screw 
holding strength. 
four standard 
sizes for 


sizes 
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Mark 16 Plywood Paneling: durable as 
porcelain and beautiful as wood are char- 
acteristics claimed by new hardwood ply- 
wood paneling featuring surface of bonded 
vinyl plastic which permits common stains 

such as lipstick, crayon marks, fruit 
juices, alcohol, merthiolate, mustard, and 
grease—to be removed with soap and 
water, detergent, or cleanser. Finish re- 
quires no waxing and is said to be per- 
manently stainproof, crackproof, peelproof, 


unaffected by humidity, and _ color-fast. 
Recommended for nurseries, game rooms, 
kitchens, and offices, 4” thick panels— 
cut in 8’ lengths, 16” widths—are available 
in nine woods. Aetna Plywood & Veneer 


Co., Chicago, Il. 


Synroflashing: new synthetic roof flash- 
ing unit made from Neoprene rubber. 
Resistant to cracking, peeling, rotting. 
Absorbs mast vibration and reduces strain. 
Collar clamp seals collar to mast to give 
weather-tight fitting. Available for 2” 
and 2)” pipe sizes. Blackhawk Industries, 
Dubuque, Iowa. 


(Continued on page 198) 


CONSTRUCTION DETAILS 


for LCN Closer Concealed-in-Door Shown on Opposite Page 
The LCN Series 302-303 Closer’s Main Points: 


An ideal closer for many interior doors 

Mechanism concealed within door; flat arm not promi- 
nent, and provides high closing power 

Door is hung on regular butts 

Closer is simple to install and to adjust 

Hydraulic back-check protects walls, etc. on opening 

Practically concealed control at little more than 


exposed closer cost 


Complete Catalog on Request 


No Obligation 


or See Sweet’s 1957, Sec. 18e/La 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 






















> 


OR CONTROL BY 2077 -c1 
OF R. LAIDLAW LUMBER CO. LTD., 
© ~~ LEN CLOSERS, INC., PRINCETON, 


Construction Details on Opposite Page 





GOOD THINGS 


UKE HIGH PRESSURE STEAM) 


CAN COME IN 


COMPACT 
PACKAGES 


Scottie Junior is a Kewanee boiler and Ke- 
wanee burner matched to utilize every avail- 
able Btu from oil or gas. Six sizes are produced, 
EWAN EE in both 125 and 150 lb wp. Even the largest 
Scottie Junior fits under an 8 ft. ceiling, arriv- 
ALL-WELDED ing on the job with burner, wiring and all con- 

trols in place. 
SCOTTiIE JUNIOR Other Kewanee boilers range to 651 hp and 
Are your next specifications for a laundry? are always ready to prove their world-wide 
A dairy? A cannery, tire recapper, frozen food reputation for your clients. Your nearby Ke- 
packer, dry cleaner or other small industrial wanee Man has full details, including catalog 
plant? When processing or power steam re- and specification sheets. Call him anytime. 
quirements figure at 65 hp or less, here is a AMERICAN-STANDARD, KEWANEE BOILER DIVI- 
complete, compact package for the job. SION, 101 Franklin Street, Kewanee, Illinois. 


eer ONES 


Kewanee Boilers ore ad- 
vertised regularly in na- 
tional publications. 


KEWANEE BOILER DIVISION 


196 Progressive Architecture 



















NEW YORK’S FASHION INSTITUTE SETS STYLE WITH 


| &Qneun WINDOWS and CURTAIN WALLS 


by GENERAL BRONZE CORPORATION 


The colored aluminum curtain wall design of the new Fashion 
Institute of Technology will make it one of the outstanding school 
buildings of our times. 


Not only does the modern curtain wall offer many economic advan- 
tages to the owner — such as faster construction, more rentable floor 
area, earlier tenancy, etc. — but it also enables the architect to give his 
buildings a truly modern appearance. 


As a result of our pioneering efforts in the field of curtain walls and 
our 11 years of practical experience on more than 40 individual jobs, 
both large and small, we at General Bronze have learned the answers 
to many of the intricate and detailed problems that are a part of this 
highly specialized business. 

If you are thinking of curtain walls, in terms of aluminum, bronze 


Fashion Institute of Technology A ‘ : ‘ 
” or stainless steel, either complete skin or grid system, we offer you the 


New York, N. Y. 
% Architects: de Young, Moscowitz and Rosenberg benefit of our experience working with all types of buildings, all types 
Coatrector: Depet Construction Co. of materials — experience that can help eliminate many headaches for 





you and save time and money for your clients. Call in the General 
Bronze representative today. He is anxious to serve you. Our catalogs 
are filed in Sweet's. 






Ne Re a Ne NG 
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Formica 


Walls: 


bonded on 


prefabricated electrica! equipment, lighting 
walls 4" eyele plywood re- 
quires little cutting on the job. Walls are 


fastened directly to studs without use of 


Formic 


Wall-bracket Fixture: new die-cast alumi- 
mum wall-bracket lighting fixture (right), 
designed for interior or exterior commer- 
cial installations, may be rotated 180° and 
adjusted at desired angle by tightening nut. 
White-opal globe enclosure which accom- 
modates 150-w lamp is screwed into base. 
Fixtures are available in standard satin- 


bonding. Manufacturer claims resistance 
to heat, acid moisture, water; 
Package 
sary to installation. Topcraft, Inc., 


Menlo Drive, Baltimore 15, Md. 


nonporous 
neces- 


4207 


finish. contains all parts 



















Redwood trim stained with Cabot's 
w Weathering Brown $144. 


* Architect: John Storrs, Portlond, Oregon. Siding of this attractive 
Club stained with Cobot’s Weathering Gray #241. 







PORTLAND 
GARDEN CLUB 


Cabots 
STAINS 


SPECIFIED 















For more details about this handsome building, see the story 
on pageli2. Like so many architect-designed clubs, houses 
and churches, the Portland Garden Club chose Cabot’s Stains 
because they 







Available in 
18 appealing colors 


tht. bekt- 
---—- 


® can be painted over later SAMUEL CABOT INC. 


© will mot crack, peel or blister | 828 Oliver Bidg., Boston 9, Mass. 
® costs less than 4 as much as 





@ penetrate deeply — actually 
dye the wood 

® give soft weathered effects in 
only 6-12 months 

® enhance the beauty of the 
grain 

® preserve wood from decay, in- 
sects, weather 









Please send color card on 
Cabot's Stains 





paint 





















A quality product fiten Cabot Laboratories | 
mali chemists din 1877 | 


198 Progressive Architecture 





















chrome or gloss gray finishes and selection 
of six colors. Prescolite Mfg. Corp., 2229 
Fourth St., Berkeley, Calif. 


specialized equipment 


Spiral-Sound Baffle Unit: constructed of 
high-impact plastic, new low-level sound 







baffle (above/—said to eliminate metallic 
resonance and disperse sound evenly—is 
comprised of plaster ring, bass reflex en- 
closure, and novel faceplate which in- 
corporates directional ports to provide 
360° dispersion pattern. Protective housing 
keeps rodents, dust, and dirt out. Unit ac- 
commodates any 8” speaker. Fourjay In- 
dustries, 2360 W. Dorothy Lane, Dayton 
9, Ohio. 


Ventilating Hood: new heavy-gage sheet 
steel ventilating hood is attached to special 
wall cabinet which houses and conceals 
duct. Corners of hood are mitred to per- 
mit full opening of cabinet doors. Pre- 
wired vent hoods—equipped with washable 
9” diameter filter—come in 30”, 36”, or 
42” widths and enameled-coppertone or 
brushed chrome finish. Axial flow air- 
removal system employs specially-designed 
fan blades and standard 7” round duct. 
Cabinets are 18” high. Youngstown Kitch- 
ens, Div. of American Radiator & Stand- 
ard Sanitary Corp., Warren, Ohio. 


Contemporary Copper Lock: polished 
copper tie-bolt lock—claimed to be first 
in field to utilize solid copper for knob, 
roses, faceplate, and strike—is installed in 
1-5¢” hole through door at either right or 
left hand. Interior components are made of 
cold-rolled steel. Lock is available in 


highly polished, tarnish-resistant, copper 
or lustrous satin finish. Dexter Lock Div., 
Dexter 


Mich. 


Industries, Inc.. Grand Rapids, 






















= Weldwood News for Architects 





UNITED STATES PLYWOOD CORPORATION 





COLORFUL, PORCELAIN-FACED BUILDING 
PANELS OFFER NEW DESIGN OPPORTUNITIES 





This bright store front will stay bright easily 
Colors won't fade; limited maintenance required. 


Weldwood Porc-Lin-Ply is weather- 
proof, easy to install 


Here’s a building panel that com- 
bines the beauty and durability of a 
porcelain-on-steel face with the mois- 
ture resistance of waterproof plywood. 
The name is Porc-Lin-Ply®. And it’s 
not only beautiful and durable, but 
it’s easy and inexpensive to install, too. 

Pore-Lin-Ply’s face is Architectural 


and theaters, and for soffits, shower 
stalls, walls, ceilings and countertops. 
Every Porc-Lin-Ply panel, when prop- 
erly installed, carries a complete guar- 
antee against defective material and 
workmanship. Sizes: 36” x 96”; thick- 
ness is 5”. Panel weight: 1.75 lbs. 
per square foot. 





3 Good Reasons for Specifying 
Pine Plywood for Built-Ins 


Today, more and more architects are 
specifying pine plywood for built-ins 
and cabinets. And with good reason, too. 

First, for appearance! Weldwood 
California Pine Plywood has ideal paint- 
ing qualities—no discoloration, less 
checking, less grain lift, and less paint 
needed to cover. That means a better 
looking product. Next, Weldwood 
California Pine Plywood is all pine, 
so it’s easier to work, produces less 
edge-splintering. And Weldwood Pine 
has greater stability because of the 
lower moisture content during man- 
ufacture. Furthermore, it’s made with 
exclusive, mold-resistant L-1R glue. 

Weldwood California Pine is ac- 
tually lower in cost than panels with 
equivalent paintability. And the supe- 
rior finished product insures complete 
satisfaction for you, for the builder, 
and for the home buyer. 


Overlaid Lap Siding Cuts 
Building Time and Costs 





Workman installs special aluminum corners on 
Duraply-built home. Corners save construction 
time, cost only pennies—ore available from 
United States Plywood branches. 


Keeping siding costs down and quality 
up is the job for lap-cut Duraply* 
the plywood with a special medium 
density fused overlay. 

This permanent surface (phenolic 
resins and cellulose fibers) needs less 
paint than ordinary wood surfaces; is 
weatherproof. And Duraply lap-cut sid- 
ing comes in big widths up to 16” 
(96” length) so less courses are needed 
to close in a house. Furring strips are 
preattached to bottom edge, and back- 
up wedges are included in every carton 
of 10 pieces. Duraply is EASY to work 
tools. Painted 


with ordinary 


Duraply resists serious checking, won't 


power 


develop paint blisters, no matter how 


severe the weather. 


Porcelain Enameled Steel. It resists 
scratching, denting, marring, chipping 
and fading. Won't peel, crack or stain. 
It comes in black, white, and 7 stand- 
ard colors. 

The core of Porc-Lin-Ply is Weld- 
wood exterior plywood, and that is #1469 — Weldwood Porc-Lin-Ply Sample of Weldwood Pine Plywood 
backed up with rust-resistant metal for |_| #1413—Weldwood Duraply #1457 — Weldwood Catalog (48 pages) 
maximum stability. These extremely LC Please have Architects’ Service Representative call. 
flat panels can be cut with ordinary 
power saws, and can be easily and inex- 
pensively installed with special Weld- 
wood extruded aluminum moldings. 

Pore-Lin-Ply is finding wide use as 
fascias for exteriors of commercial 
buildings such as stores, gas stations 


— Architects’ Service Dept. 


United States Plywood Corporation 
55 West 44th St., New York 36, N. Y. 


Gentiemen: Please send me the following 
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Styrofoam installed by A. B. Schreckinger and Sons of New York City. 


For insulation: Styrofoam brings 
best combination of properties 








COMPARE INSULATIONS 





STYROFOAM STYROFOAM A 8 C 


Low “K"’ factor x 
Superior Water Resistance 

High Compressive Strength 

light Weight 


Superior Resistance to 
rot and vermin 


Easy handling and 
fabrication 


Low cost installation 


Lowes? cost per yeor | 
service 


i 








Permanent “K" factor average, 0.25. Avg. density, 1.8 Ibs. 
per cu. ft. No odor. No food value. Pleasant to work with. 


Fabricates with common tools. Does not crumble or settle. 
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Here’s what Best Foods learned from experience: 


The makers of Hellmann’s Mayon- 
naise first used Styrofoam* (a Dow 
plastic foam) in 1952. That was to 
insulate egg-storage rooms. The re- 
sults have been so satisfactory that 
when Best Foods planned a new unit 
for making salad oil, Styrofoam was 
specified for 40° insulation in the 
winterizing cells (see illustration ). 
When you specify easy-to-install Styrofoam for low-temperature 
structures or refrigerated equipment, you are ahead with the 
unique combination of superior properties found only in Styrofoam 
(see chart ). For complete information, write THE DOW CHEMICAL 
COMPANY, Midland, Michigan—Plastics Sales Dept. PL1714M1. 


*Styrofoam is a registered trademark of The Dow Chemical Company 


YOU CAN DEPEND ON 





ACOUSTICAL and TROFFER_FORMS 





... for Acoustical Ceilings with Recessed Lighting! 


Mahon Acoustical and Troffer Forms provide an effective acoustical 
ceiling with recessed lighting as well as serving as the permanent forms 
for concrete joist and slab construction of floors and roofs. These are 
long span units which are integrated with and supported by conven- 
tional concrete beams at each end. Only a minimum of temporary 
shoring is required at mid-span during pouring and curing of concrete. 
This is permanent, fireproof construction which has a broad application 
in modern buildings . . . it is used extensively for auditoriums, school 
classrooms, and in other rooms where an acoustical ceiling with recessed 
lighting is desirable. Mahon Troffer Sections are also available for 
ACOUSTICAL ond TROFFER FORMS use with Mahon M-Deck Sections to provide a combined roof and 
acoustical ceiling with recessed lighting. In this arrangement the long 
span M-Deck serves as the structural unit, the interior finish material 
and the acoustical treatment—all in one package. Purlins are elimi- 
nated . . . structural M-Deck Sections span from wall-to-wall or from 
truss-to-truss. Some of these newer Mahon Sections do not appear in 
the current Sweet's Files. Why not have a Mahon sales engineer cull 
and bring you up to date on Mahon products now available for 
Floor, Roof arid Combined Roof-Ceiling Construction? 


THE 8. C. MAHON COMPANY + Detroit 34, Michigan 


Sales-Engineering Offices in Detroit, New York and Chicogo «© Representotives in Principal Cities 








-— PERFORATED AREA —o 
SECTION MIA (Acoustical) 














Manufacturers of Acoustical and Troffer Ceiling Forms; Steel Roof Deck and Long Span Acousticol 
SECTION MIT (Treffer) M-Decks; Electrified M-Floors; insuloted Metal Curtain Wolls; Underwriters’ Rated Metolciod Fire Wolls; 
Rolling Stee! Doors, Grilles and Underwriters Labeled Automatic Rolling Steel Fire Doors and Fire Shutters. 
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books received 


Egypt: Architecture, Sculpture, Painting 
in Three Thousand Years. K. Lange & 
M. Hitmer. Phaidon Publishers, Inc., 
1956. Distributed in U. S. by Garden 
City Books, 575 Madison Ave., New 
York 22, N. Y., 362 pp., illus., $12.50 


Architecture for Adult Education. Adult 
Education Assoc., 743 N. Wabash Ave., 
Chicago 11, IIL, 1957. 74 pp., illus., $2 


Biographical Dictionary of American 
Architects (Deceased). Henry F. Withey 
& Elsie Withey. New Age Publishing 
Co., 1542 Glendale Blvd., Los Angeles 
26, Calif., 1956. 678 pp., $15 


The English Home. Doreen Yarwood, 
Charles Scribner’s Sons, 597 Fifth Ave., 
New York 17, N. Y., 1956. 391 pp., illus., 
$10 


specification guide to 
SLIDING DOOR 
HARDWARE 


Here are 24 fact-filled pages on America’s 
finest and most complete line of sliding 
door hardware. Contains photographs, 
applications, schematic diagrams and 
data on by-passing and pocket door hard- 
ware. Also, a complete selection of 
sliding door accessories . . . plus cabinet 
door and casement window hardware. 
Convenient 8%” x 11” briefcase or file- 


cabinet size. 


Send for this helpful guide today! 


John Sterling 


Corporation 


RICHMOND, ILLINOIS 


(McHENRY-COUNTY) 


FORMERLY STERLING HARDWARE MFG. CO. OF CHICAGO 
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1857-1957 One Hundred Years of Arch:- 
tecture in America. Frederick Gutheim. 
Reinhold Publishing Corp., 430 Park 
Ave., New York, N. Y., 1957. 96 pp. 
illus., $4. Frederick Gutheim, author of 
P/A’s WASHINGTON REPORT, was called 
upon to assemble a photographe exhi- 
bition of outstanding examples of 
American architecture over the past 
hundred years for the AIA Centennial 
in May, 1957. This was the first archi- 
tectural show and also the first photo- 
graphic show ever presented in the 
National Gallery of Art. The present 
volume is a permanent record of that 
exhibition. 


the Temple revisited 


The Temple of Jerusalem. Andr« 
Parrot. Philosophical Library, Inc., 
15 E. 40 St., New York, N. Y., 1955 
112 pp., illus. $2.7 


Prof. André Parrot, celebrated 
French archeologist and antiquities 
scholar, has written a fascinating 
little treatise about the site of the 
T mple of Jerusalem. 

King Solomon built the early Tem- 
ple which was, perhaps, the most 
famous structure mentioned in the 
Old Testament; and its magnificence 
has been attested. The second Temple 
was built when the Jews returned to 
the Holy Land, after their captivity 
in Babylon which was defeated by 
Cyrus in 539 B.c. The third Temple 
was that of Herod, who, having been 
born of mixed racial stock, attempted 
to win over the Jews by building a 
Temple which was to correspond to 
the prophet Ezekiel’s vision of the 
Temple. In 70 A.D. the Roman Em- 
peror Titus had the last Temple 
destroyed as Christ had prophesied 
The old and handsome Harem esh- 
Sherif, called the Mosque of the 
Rock, now occupies the site. 

With biblical interest so very much 
aroused today, Professor Parrot’s 
study is timely and contains a wealth 
of brief but thorough archeological 
and historical detail. What is more, 
it is well written. Plans, photos, and 
drawings complement the illuminat- 


ing text. F.J.S.H. 
(Continued on page 206) 








GUY C. FULTON 
Architect 


ARNOLD CONSTRUCTION C 
Contractors 


Photos by Roy N. Green, Inc 


VALLEY METAL PRODUCTS 60. 


PLAINWELL, MICHIGAN 
SUBSIDIARY OF 
MUELLER BRASS CO. 
PORT HURON, MICHIGAN 


See Complete File in Your 
Current Sweet's Catalog 


T MEANS THE — 
ALUMINUM WINDOWS 


a 





a ee ee ee 


of Florida's new medical 
sciences building, the J. Hillis Miller Health 
Center, VAMPCO Continuous Intermediate 


Projected Aluminum Windows have been used most 


In the University 


effectively to provide full natural lighting and 
good ventilation as well as to accentuate the 
modern lines of the building itself. In the United 
States alone, today, over 7,500 schools and hospitals 
have VAMPCO Aluminum Window construction 
of one type or another. These versatile windows 

are available in casement, combination casement, 
awning, intermediate projected, window wall 

of varying sizes and thicknesses, heavy construction, 
glass block and custom-designed types 

Find out how VAMPCO’s special designing 


service can help you solve your unusual building 


problems most economically and efficiently .. . 


mail coupon below today! 


PRODUCTS COMPANY 
PLAINWELL, MICH. 


VALLEY METAL 
Dept. PA-87, 


(] Send 48-page Industrial-institutional Window Catalog. 


C] Send Light Construction Aluminum Window Catalog. 
NAME 

COMPANY 

ADDRESS 


ZONE STATE 
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Johns-Manviile Perma- 
coustic Ceiling in the Penn 
Center Office of The Phil- 
adelphia National Bank, 
Philadelphia, Pa. Archi- 
tect : James S. Hatfield and 
Lloyd Malkus Assoc. 


ee 
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Quiet the noise... add architectural beauty 
with a Johns-Manville Permacoustic’ Ceiling 


There’s more value for the money in 
Johns- Manville Permacoustic units. You 
eliminate disturbing noise and beautify 
the ceiling at the same time. 

Johns-Manvilleacoustical ceilings soak 
up noises like a sponge soaks up water. 
They deaden noise at its source, absorb 
it before it spreads. Over-all efficiency 
increases because of a general reduction 
in errors that result from noise distrac- 
tion and nervous strain. 


The textured finish of a Permacoustic 
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ceiling is a decorative accent in archi- 
tectural design. In conference rooms, 
executive offices, restaurants, banks, 
schools, etc., it complements the various 
components of interior decoration. Per- 
macoustic is made of mineral wool, 
noncombustible fibres. You reduce fire 
hazard too, 


Take advantage of the services of 
J-M’s staff of acoustical engineers, lo- 
cated in the principal cities. They will 
gladly make analyses and give specific 


JOHNS MANVILLE 


recommendations on your acoustical 
problems. 


Before you decide about 
acoustical ceilings, get 
the facts about Johns- 
Manville. For a free 
copy of booklet 

“Sound Control,” 

write Johns-Manville, 
Box 158, New York 16, 
N.Y. In Canada, write 
565 Lakeshore Road East, 
Port Credit, Ontario. 


JM Johns-Manville 


PRODUCT 



















THE PROBLEM: First, the architects had to evolve an 
efficient, functional system for handling military personnel 
records; second, they wanted to enclose this system in a 
single building which would be subject to constant internal 
rearrangement. 


THE SOLUTION: Reinforced concrete provided the flexi- 
bility of design for these requirements. Also, reinforced con- 
crete was specified “‘as the only economical structural system 
to support the heavy live loads (200 lbs. per sq. ft. design 
load) .” The six story building (1,340,000 sq. ft.) that was 
eventually constructed went up very rapidly and was com- 
pleted in record time, according to the architects. 


New U. S. Military Records Center 


features functional 


REINFORCED 
CONCRETE 


frame and floors 







(een @ase = 
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...and R/C Duct Floors 









(PLAT SLAB TYPE) 
Hellmuth, Yemesaki & . . 5 a 
ea nb sare rovide 100G electrical flexibili 
to Hellmuth, Obate & P % ty 
Kesseboum, Inc. * 
—— Williem C.E. Becker * For the new U. S. Military Personnel Records Center, the 
ARCHITECTS Structural architects chose a reinforced concrete frame and flat slab 
John D. Falvey * floors with underfloor electrical distribution ducts. This sys- 
= Mechanical, Electrical tem ides a complete network of underfloor electrical out- 
ENGINEERS Fruin-Colnen Contracting lets for power, light, , and intercom systems—at a 
Co. and Peter Kiewit new low cost. Outlets can be connected to convenient risers in 
Sons‘Company * ippi 
General Contractors 
















* St. Louis, Missouri ai SOS Tosca, wane sect ofl Saline sate seater 

ments, consist of standard steel electrical distribution 

set in the concrete floors. Cost studies show that R/C Duct 
Floors average 1 less than cellular steel floors! Before you 

design your next building, investigate R/C Duct Floors. 
rite for new 16-page i 
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exotic flowering 

Modern Architecture in Brazil. En- 
rique E. Mindlin. Reinhold Publish- 
ing Corporation, New York, N. Y., 
1956. 256 pp., illus., $12.50 

Mindlin’s book presents the plastic 
profile of a country and, at the same 
time, stimulates a chain of thoughts. 


The growth and flowering of Brazil- 
ian architecture 
irrational 


has a miraculous 


and aspect: miraculous 


because it seems to stem from no- 
where. Architectural pioneers, those 
rediscoverers of lost truths who 
spend a major part of their profes- 
sional lives facing public resistance, 
were to be found in Brazil. 
There was neither a sound of Sulli- 


not 


van-Wright voices and chats, nor a 
sight of the learned, but rare, exam- 








and this is just part of the story! 


Rilco laminated-wood beams not only helped keep construc- 


tion costs low for this school, but speeded building time — 


“beams were raised and bolted in place in one day,” reports 


the architect. And Rilco members “give such a warm and 


cheerful feeling” inside the finished school. 


Because Rilco laminated 


arches, 


beams and trusses allow 


virtually unlimited freedom, you can design better, yet hold 


costs down — for every Rilco member is engineered to your 


specification, then carefully factory 


fast erection at the jobsite. 


fabricated — ready for 


For complete information and specification data, just write 


Saint Joseph School, McPherson, Kansas; Architect: 


Robert Marr, McPherson, Kansas; Contractor: 


Frank 


Jackson, McPherson, Kansas. Rilco Wood Roof Deck 
of Western Red Cedar spans the 54%," x 17%" x 40 


laminated beams spaced 14 o.c. 
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RILCO LAMINATED PRODUCTS, INC. 


7 W817 Ist National Bank Building 


St. Paul 1, Minnesota 


District offices: Newark, N. J., 
Fort Wayne, Ind., Tacoma, Wash. 


ples of Garnier and Perret. And it 
seems irrational also because no his- 
determinism could 
this architectural movement which 
started in the absence of any large 
cement or steel industries and which 
even today, more than twenty years 
later, outdistances the industrial cap- 
abilities of the country. As late as 
1930, we see in Brazil buildings de- 
signed in the grand 
following the teachings of Grandjean 
de Montigny—a sort of 
Ledoux—together with regionalistic 
expressions appearing in moderate- 
size fazendas and inspired by the 
more lofty Colonial examples. At the 
same time, in Paris, the 
fagades” of Lomaresquier were going 
up while, in the suburbs, the quaint 
roofs of Josephe Marrast were rem- 
iniscent of the three basic regional 


torical justify 


manner 


practical 


“nobles 


shapes: of Normandy, of Basque 
Country, and of Savoy. We may say 
that architecture situated in- 
exorably the 
metropolitan and the regional, be- 
tween pomp and an often ostenta- 
tious humility. Then, suddenly, mod- 


ern Brazilian architecture exploded 


was 


between two poles, 


like the bursting of a tropical flower. 
To quote Lucio Costa: “Never before 
had architecture passed through 
such a such a 
short period of time as it did in 
Brazil froma 1930 to 1940.” Author 
Mindlin, a architect 
an important member of this move- 


transformation in 


Brazilian and 
ment, points out the only tangible if 
not cryptic explanation of the phe- 
nomenon: the ability of the Brazil- 
teach himself—an 

“the 
preparedness of the national frame 
of mind.” In addition to this, Dr 
offers the suggestion 
the good client may exist in Brazil; 
but the 
idea of a good client is not a myth 
developed at the time Adam faced 


ian architect to 


“autodidact”—and intellectual 


Giedion that 


no one can be certain that 


the Tree of Knowledge and witnessed 
the effects of duality. And the influ- 
ence of Le 
that Le Corbusier had visited Brazil 
1929 
1936, each time staying for a period 
but he 
visited a number of other countries, 

{Continued on page 208) 


Corbusier? It is true 


on two occasions, in and in 


of a month or less; also 





All Pumps, Convectors and DUNHAM BUSH 
Steam Specialties by 
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s, Missour 
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by Dunham-Bush 
VRD65 Duplex Vacuum Pump 
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CH2030 Duplex Condensation Pump Every day ... Dunham-Bush “‘one source—one 


CH3030 Duplex Condensation Pump og see. 99 
Ss ”*... make > sense to 
CH5030 Duplex Condensation Pump responsibility makes more sense to more 
eople who specify and install heating equipment. 
CONVECTORS me. pony & equip 
by Dunham-Bush 
Type ‘S' Sloping Top Wall Cabinet 
Convectors 
Type 'R' Recessed Cabinet Convectors 
Type ‘TO!’ Special Panel Convectors 


At the Cardinal Glennon Memorial Hospital for 
Children in St. Louis, for example, you'll find 


all pumps, a// specialties, a// convectors are by 
STEAM SPECIALTIES Deshes-Bush. 
by Dunham-Bush 


"1E’ Radiator traps 
Float and Thermostatic Traps and 
Strainers. 


Plus Multi-Speed UNIT HEATERS 
by Dunham-Bush. 


Let Dunham-Bush assist you in your heating plans. 


Write for details of our complete heating line. 





America Looks to DUNHAM, BUSH for Modern Heating 
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WEST HARTFORD 10, CONNECTICUT, U.S.A. 
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Dr. Giedion reminds us, without pro- 
ducing any similar results.’ 

What are, then, the condition of 
architecture and the prerequisites of 
an architectural climate? A _ poetic 
state, mass optimism, a happy con- 
science, and the ability of the creator 
to get hold of and express the mo- 
are certainly but 


ment necessary ; 


what prepares the ground, furthers, 
or simply allows the growth of such 
Brazil? 


a movement as is seen in 


What convergence of circumstances 
must take place, what historical co- 
meet? Why 
near-polar re- 

semi-tropical 


ordinates must does 
architecture inhabit 
gions (Finland) 
areas (Brazil)? 


and 
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‘COLUMN-FREE FLOORS 
ie aN eo a 


ij . 
LS eng” 


With the use of Haven-Busch T-Chord Longspan® Joists you 
can plan clear, column-free floor areas up to 150’ wide. T-Chord 


Longspan Joists open new vistas for large, uncluttered in- 


teriors and offer wide latitudes for planning built-in lighting, 


insulating and ventilating systems. See our Sweet's File or 


write for our catalog. 


T-Chord Longspan Joists 


HAVEN-BUSCH ©.°. 
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Structural Steel 


Ornamental Iron 
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These are the inevitable questions 
which will arise from even a super- 
ficial examination of this imposing 
book. The to be 
found in its 256 compact pages, nor, 
we are afraid, elsewhere in the 
immediate future, since an oecolog- 
ical study of architecture has yet to 
be made.? 

But the fact remains that “most 
Brazilian architects seem able to 
tackle the varied problems of a com- 
plex program and to come forward 


answers are not 


with a concise and simple ground 
floor plan and with clear and intelli- 
gent sections,” as Dr. Giedion states. 
This is thoroughly demonstrated by 
the 118 examples presented in this 
All buildings are grouped 
by function, 


volume. 
residential, institu- 
tional, etc., with an added section on 
planning and landscape design—the 
last being another field of extensive 
activity in Brazil. Bio- 
graphical notes are brief, sober, and 
informative. We only regret that, 
due to the author’s desire to present 
completed works, some remarkable 

(Continued on page 212) 


creative 


Le Corbusier published the impressions of his 
visit to Latin American countries in Precisions; 
as When the Cathedrals Were White is the log 
of his trip to the United States. A comparative 
reading of the two books may shed some light 
on the state of the influenced and the techniques 
of influencing. Ss. P. 
It is also time that a dynamanalysis of archi- 
tecture should be undertaken if any deeper un- 
architectural 
For example: looking at man’s archi- 
tectural expressions, not as perceived forms but 
as an activity, we may see the carved, the 
molded, and the assembled; the chaitya-halle of 
western India, the hangars of Orly, and the 
Eiffel Tower or the Lever Building in New York 
are the work of the atone carver, the potter, and 
the assembler, or the result of the sensibility of 
the sculptor and the skill of the mechanic. From 
depth paychology we know that the forces of 
the counter (the againat, the contrary forces) in 
a aynthesia of the will and the imagination, and 
within the dialectica of hard and soft, come into 
play in the work of the “stone eater” (the litho- 
phagous) and of the potter or the bread kneader. 
Of this, much is wnderstood. What archetypes 
are in action in the imagery of the mechanic 
and the assembler (who is not to be confused 
with the blackamith and the rites of fire)? Does 
the act of combining, of producing common 
areas between a variety of materials in joints, 
which may or may not retain any of the physical 
or oneiric characteristics of the materials, have 
any relation with the alchemists’ dream of a 
mineral universe? Or ia it merely a technique 
which ia more sympathetic, more given to atatia- 
tical solutions and quantitative relationships be- 
cause of ite very nature of remaining on the 
surface of substances’? About this we know very 
little. “Beautiful architecture is the one which 
produces beautiful ruins,” said Perret, with the 
insight of the artist. If this is to be wnderstood 
at all, a building is not only a perceived image 
but aleo an imagined one: a substance behind 
ephemeral, changing aspects upon which there is 
action of archetypes. Stone reverts to stone; 
but what image in depth could result from the 
scrap pile? 8s. P. 


derstanding is expected of the 


tmagery. 





Architects Shreve, Lamb & Harmon Associates 
for the Department of Public Works 
The City of New York 
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Ductile, tight-coated sorT1TE Cop-R-Loy 
is ideal for long spans. In about October 1958, the new $20 million Supreme Court 
Building in Brooklyn, N. Y., will be completed. In it you will 
find more than 365 tons of air conditioning, heating and ven- 
tilating ducts made of Wheeling sorTire Cop-R-Loy Gal- 
vanized Sheets. 
In addition to meeting the strict requirements of New York 
City’s Dept. of Public Works, sorT1TeE Cop-R-Loy permitted 
the fabricators to quickly form the duct work without prelimi- 
nary cutting and joined easily without shearing waste. And by 
choosing sor TiTE Cop-R-Loy, the builders were assured of the 
Duets made of sorTrre Cop-R-Loy form u'timate in long lasting galvanized air conditioning ducts. 
quickly without preliminary cutting. The full line of Wheeling building materials includes Steelcrete 
Reinforcing Mesh, Ex M Gratings and Angle Frame Partitions, 
Tri-Rib Steel Roof Deck, Metal Lath 
and Lath Accessories, and soFTITE 
Cop-R-Loy Galvanized Sheets. 
For full details contact the Wheeling \ 
warehouse or sales office nearest you. 


WHEELING CORRUGATING COMPANY, WHEELING, W. VA. 
sorFTite Cop-R-Loy joins easily without 


shearing waste. 
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Office of the Liberty Life 
Insurance Company, Greenville, 
South Carolina 


Architect 


Carson ¢> Lundin, New York 


General Contractor 
Daniel Construction Company, 


HOPE’S CUSTOM STEEL Greemile 
WINDOWS AND FRAMES 


Liberty Life Insurance Company of Greenville, South Carolina take pride in the beauty of their 
office building and its functional utility and convenience. On each of its four floors long runs of 
Hope’s Custom Steel Windows, fixed and vertically pivoted sash, are fitted in Hope’s Pressed Metal 
Framing. In the building there are also large installations of direct glazing in these custom-built sub- 
frames. The flexibility of Hope's products for layout purposes helps the architect greatly in designing 
the large glass areas in contemporary style buildings, especially as the fixed window rcquirements of 
air conditioning are now always a consideration in a modern office. 

Both architect and owner may take extra satisfaction in the assurance that when Hope’s Steel 
Windows are specified either as Window Walls or in individual openings, the maintenance costs will 
be low and the window operation dependable for the life of the building. Make full use of Hope's 
engineering and planning assistance. It is always yours without obligation. You will find further 


information on Hope's Windows in Sweet's File. Hope's latest catalog is 152-PA. Write for it now. 


HOPE’S WINDOWS, INC., Jamestown, N.Y. 


THE FINEST BUILDINGS THR GHOUT THE WORLD ARE FITTED WITH HOPE'S WINDOWS 
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NOW | a great new development for WALL-HUNG FIXTURES 








CHAIR CARRIERS and CLOSET FITTINGS 


EE, “Best by Every Compariron ery” 





From JOSAM, leader and 
pioneer of plumbing drain- 
age products, comes a great 
new development — Josam 
UNITRON Chair Carriers 
and Closet Fittings. 


The Josam UNITRON Closet 

Carrier is so designed that 
ONE CARRIER fits all wall-hung water closet bowls 
and women's urinals. This eliminates using a differ- 
ent carrier for every blow-out or syphon jet closet 
bowl or women's urinal, or a different carrier for 
each manufacturer of such fixtures. 


Architects and engineers will find UNITRON Closet 
Carriers enable them to meet all requirements with 
a minimum number of units which require one-third 
less pipe chase width, thereby reducing costs and 
providing additional rental space. 


Here is today's carrier assembly for today’s installa- 
tion and construction requirements. Get complete 
data on the new Josam UNITRON line by sending 
coupon below. 


greater greater 


ADAPTABILITY ADJUSTABILITY 


REVERSIBLE CARRIER BODY — Reversing carrier body Ox COMMON VENT — A single or common vent provided 
from top to bottom position permits connection for ~ 0 for the double closet fitting is so located thot it will 
blow-out or syphon jet bowls of any manufacturer. 1 afford more effective air circulation for the fixture 

ond branch. With the single vent o group or row of 
mh. 
aS 


ADJUSTABLE EXTENSION — The Adjustable Extension Ra 
water closets can also be loop or circuit vented. 


on the close connection assembly, permits an adjust- 
ment of 4” between the face of the fixture carrier 
and the finished wall line. Adjustment can be made 
from the front of the unit at any time before or after 
the woll has been built. the foot support. 


A Complete Line of Josam UNITRON Carriers and Fittings for 
Closets, Urinals, Lavatories, Sinks and Slabs and Hospital Fixtures 


REVERSIBLE FOOT — The Reversible Foot on the Cor- 
rier provides vertical adjustment from 4%” minimum 
to 4%," maximum. This is accomplished by reversing 


JOSAM MANUFACTURING COMPANY 
JOSAM MANUFACTURING COMPANY Dept. PA-8, Michigan City, Indiana 
General Offices and Manufacturing Division Please send copy of Manual F B on UNITRON 
MICHIGAN CITY, INDIANA 


REPRESENTATIVES IN ALL PRINCIPAL CITIES 


West Coast Distributor: c di La f By 
JOSAM PACIFIC COMPANY JOSAM CANADA LIMITED 
Sen Francisco, Colif. Toronto, Caneda 


Josam products are sold through plumbing supply wholesalers 


Firm 





Address 
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buildings not yet finished appear in 
small photographs of models in a 
separate section of the book; we 
hope, however, that these buildings, 
now in various degrees of comple- 
tion, will be the subject of a future 
volume, trusting, as we do, Mindlin’s 
true devotion to the cause of archi- 


tecture. STAMO PAPADAKI 


basic and practical 
Masonry Simplified, Vol. I. J. Ralph 
Dalzell & Gilbert Townsend. Ameri- 
can Technical Society, Chicago, IIl., 
1956. 461 pp., illus. $5.40 


This second edition of a book first 
published in 1948 has been revised 
and updated to include much new 
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for connecting to remote installation 
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Can be placed in wall recesses, under 
counters, on shelves or in cupboards and 
connected to any type Halsey Taylor ) 


fountain. 


Removable access and ventilation panel 


available for wall recess installation. 















This new quality-built space-saving package unit, in every 
way, reflects the usual high standards of workmanship and 


dependability for which Halsey Taylor drinking-water fix- 


tures have become famous. Ask for further information. 
The Halsey W. Taylor Co., Warren, O. 
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COOLER FOUNTAINS 





particularly on concrete 





material, 





masonry. 

The book is basic and practical. It 
is intended for study by masons and 
builders and also as a reference work 
for architects and draftsmen. Em- 
phasis is placed on the fudamental 
aspects of masonry, including con- 
crete work of minor or intermediate 
character. Early chapters deal with 
the manufacture and uses of cement 
and lime; there are also extensive 
chapters on concrete masonry, clay 
tile, and brickwork. These deal in- 
formatively with mortar joints, 
bonding, details at openings, etc. A 
chapter on driveways and walks is 
quite valuable. It is regrettable that 
some space is not devoted to stone 




































masonry. 

Each chapter of the book is fol- 
lowed by a group of representative 
review and test questions for self- 
study purposes. It is profusely illus- 
trated with drawings and isometric 
sketches. A very complete, illus- 
trated dictionary of masonry terms 
covers 96 pages as an Appendix. It 
is a worthwhile book for all who 
make masonry their day-to-day in- 















terest. 











DONALD G. RADWAY 
Project Engineer 
Lockwood Greene Engineers, Inc 


orderly presentation 









Capital Formation In Residential 
Real Estate: Trends and Prospects. 
Leo Grebler, David M. Blank and 
Louis Winnick. Princeton University 
Press, Princeton, N.J., 1956. 519 pp., 
$10.50 

















Capital distribution and ownership 
have long engaged the attention of 
serious students. On the other hand, 
capital formation has been by com- 
parison a neglected field. This fact 
is indeed surprising because such a 
study is manifestly the more basic. 
To the architect, especially, capital 
formation should be of interest, be- 
cause therein lie the seeds of his 
practice. Along with other profes- 
sional men whose work impinges on 
the realm of economics, he will there- 
fore welcome this highly informa- 

tive volume. 
One reason for the customary em- 
(Continued on page 216) 
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Stark Ceramic Glazed Facing Tile makes the 
ideal wall in any building. 


No other product offers so many advantages such as: 
(1) Easy to build wall-ond-finish-in-one. (2) Beautiful 
permanent colors. (3) Adaptable to any architectural | ‘ 
style. (4) Modular measures. (5) Minimum NS /| 
maintenance. (6) A high degree of quality backed SANITARY HOSPITALS 
by 47 years experience. In addition to these 
features, quick deliveries are now possible because 
of greatly increased production facilities. 








It’s no wonder that this modern ceramic unit is 
specified in building after building with the 
assurance that the first cost is the lost cost. 


Full information and samples are available from your 
local Stark distributor or write direct to... 
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aiiimal PANELCOUSTIC CEILINGS... 
hound idee AND AIR DIFFUSERS, TOO! 





AIR DIFFUSER 







SOUND 
ABSORBING 
PAD 







PANELCOUSTIC 
UNIT 


* Big panels go up fast 
¢ Give you clean ceiling surfaces 


¢ Hide air conditioning outlets 





R 
Large Panelcoustic panels go up quickly, hide all utilities, arc These big —8 ~~ ft.—Gold Bond Panelcoustic metal panels 
antmtiel Gosnonen cover a ceiling quickly, with minimum labor. They give your 
building designs highly efficient sound control and attractive 
interiors at the same time. 

In addition, you can have air diffusers concealed above your 
Panelcoustic ceilings. The air diffuser illustrated (by Pyle 
National Company) is completely hidden from sight, leaving 
clean, unbroken ceiling surfaces below. Diffusers may be posi- 
tioned either across or along the center rib of the panel. If 
maintenance is required, Panelcoustic panels are lifted up and 
of out the way for immediate access to all utilites. 

Panelcoustic’s channeled construction offers distinctive 
streamlining for all interiors. The baked enamel surface may 
be easily cleaned with a damp sponge. Repainting will not 
alter the high acoustical efficiency of .60 to .90 noise reduc- 
tion coethicient. 

vi clean BP oer a8 ifaae Csadliandle allies “Us For further details, w rite for the Panelcoustic Tec hnical Bulle- 
tin. National Gypsum Company, Dept. PA-87, Buffalo 2, N.Y. 


only cool air to tell you the air conditioning is here, too! 
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Help your clients to run 
top quality kitchens 


... at rock-bottom cost! 








Write for your copy 
“STAINLESS STEEL for STORE 


FRONTS and BUILDING ENTRANCES” 


Either for modernization or new 
construction, this 40-page booklet 
contains many ideas on handsome 
treatments for you. (Note: A new 
booklet on “AL Stainless in Food 
Preparation and Serving Equip- 
ment” is in process-—write for one 
of the first copies when available.) 


ADDRESS DEPT. PA-92 
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Sure, the owners will need a good chef and good management in their kitchen 
and dining-rooms—but first of all, they'll need stainless steel equipment! That's 
where to start for the highest sanitary standards 
and lowest-cost maintenance. And that’s where to start for the greatest long-term 


because stainless steel can’t chip, crack, peel or wear off. It 


the easiest, quickest cleaning 


economy, too 
costs a building owner much less than anything else in the long run because it 
literally lasts for a lifetime . . . stands up under the heaviest service and stays 
beautiful all the way.@In the kitchen, in the dining-room (and for structural 
details, too) specify stainless steel . Allegheny Ludlum Steel 


Corporation, Oliver Building, Pittsburgh 22, Pa. 


it pays! 


Make it BETTER-and LONGER LASTING-with ® 


Al Stainless Steel 


Warehouse stocks carried by all Ryerson Steel plants 
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phasis on capital as a handleable 
entity, rather than upon the aspects 
of its creation, has been a clash of 
has 


even among economists and business 


semantics. Confusion arisen, 


writers, as to the respective word- 


values of “forming,” “accumulating,” 


‘ ” 


‘owning,” “assembling,” “distribu- 


ting’ productive and constructive 


means. Since such means properly 
include labor and materials as well 
as money, these three elements are 
often ill-distinguished in a complex 
civilization. 

We can simplify these forms at a 
of our 


primitive level. As 


readers know, certain Pacific Coast 


many 


aborigines have an economic system 


ARE THEY ASKING YOUR ADVICE 
ON USE OF SOUND?. .. then 


here’s how RCA can help you a lot 


Plan sound distribution and intercommuni- 


cations systems 


for a multi-story 


office 


building . . . or specify sound requirements 
for a 3,000 pupil high school. Whatever the 
scope of the sound job, you'll advise more 
competently and confidently with RCA’s 
help from early drawings to the system's 
last thorough test. The RCA Sound Bro- 
chures shown at right give useful, specific 
information on many types of audio sys- 
tems designed to meet diverse requirements. 
Send coupon below for your free copies. 


And take every opportunity to team up with your RCA Sound 


Distributor 


He is an audio expert who can give you details on 


sound reenforcing systems; automatic switchboard telephone equip- 
ment; electronic intercoms; master antenna systems. Check your 
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number 
coupon for brochures 
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RCA VICTOR Company Limited, Montreal 


Camden, N. J. 
omaden pon oO 
wax, © 
r 
4. RCA Sound in industry 


—_ 


5. RCA Church Sound Systems 


based, not primarily on barter or 
sale, but on bestowal by gift. A 
tribal chieftain or man of importance 
spends a long time getting together 
a hoard of valuable goods—such as 
furs, furniture, food supplies, cloth- 
ing and even slaves—for the avowed 
purpose of giving them away to his 
guests at a grand function known 
as the “potlatch.” These goods, con- 
sidered as capital, are thus suc- 
cessively fashioned or bred, assem- 
bled, owned and finally distributed, 
possibly to be used by the recipients 
in their own potlatches, all within 
one sphere of operation. 


So much for the movables. Houses, 
on the other hand, are entirely out- 
side the potlatch cycle and in general 
are owned by the community rather 
than by individuals. The capital 
going into them is “formed” by the 
contributed labor of various crafts- 
men and is never “distributed.” Here 
formation in residential 
reduced to its 


is capital 


real estate, lowest 


terms. 

The authors of the present volume 
have been singularly successful in 
avoiding blurred definitions. Their 
presentation is orderly without being 
pedantic and is marked by uncommon 
clarity. They develop their thesis 
somewhat as follows, beginning with 
a presentation and analysis of pri- 
residential construction over 
than six decades (1899 to 


vate 
more 
1953): 

prices and 
trends, conr- 


Adjusted to current 
examined for secular 
struction expenditures show a long- 
term increase. But there has been a 
marked change in the rate of growth 
for gross capital formation. Aver- 
ages for three long swings show a 
substantial rise from the 1892-1905 
cycle to that of 1905-25 and a level- 
ing from the second cycle to the 
third (1925-50). This pattern is con- 
sistent, no matter what measurement 
is used—whether annual number of 
dwelling starts, constant-price expen- 
ditures for new units, or such ex- 
penditures plus additions and altera- 
tions. 

Dwelling unit starts per annum 


averaged two-thirds more during the 
(Continued on page 220) 
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GLAZED CERAMIC TILE 


GLAZED 


+ . 12-veneer offers opportunities 
QUARRY IL 


for unusual and dramatic concepts in design 
Frostproof tile perfect for 


fronts 


ste and decoration wherever interior tile are used. 
swimming PoOots iy vehitia-1 


wa This 11% x 11% x % tile is available in 20 decorator colors. 
woiis on ecorotive inserts 


20 decorator colors. Size 
274x«xBx«%,6x6x 
6x6x%,3%%.8x % 
3% . 12 x vA 


and matching trim units 


ag SPECIFY 


QUARRY mist Siem? 2 eae 


TILE ool il tae olecle amulet Mel Mi Melitiiell-liuleMi tlie tel mer util. 
Now 6 earth colers thot Ceramic Tile. For all installations requiring beauty, durability 
harmonize with or compliment Valet -tameliMeelaleliiicsl Meals telillia mesilate Mailialiiil iimiilelalicilei a 
any color scheme. scratch — specify Summitville Genuine Cefamic Tiles first they last. 
proof, fireproof, acidproof 

Sizes: (red) 6 x 6 x Full information is now available on all three superior 
: a alee : : ae “ty Summitville products. Contact your local ceramic tile 
. . F % pile ev <i ; contractor or write direct to Summitville Tiles, Inc 
Colors other than red 

6x6x 2 andt nits 


SUMMIT. VIL UG, 
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Seek under Texas Summer Skies 


because of BALDWIN-HILL 


Spun Mineral Wool INSULATION 


taste lal tal ml -Jol-talelol oll iba am -tii-141h4-181-1t MlaMalelicilare) 
oYola Mal -toh MM igelal ti -lammolale Mla MMmuilollatloliallals MMe laeleltilae] 
control were important factors in the decision of 
Mr. George E. Dahl, the architect, to specify Baldwin 
Hill Spun Mineral Wool Insulation. He has this to say 

only the highest standard products were used 
Tolle hw alarialliMmialieliohilelaMeagetMet-l(-l4i-le Mol Mlalitlaclala-MBialeh: 
the rigid specifications, under which the buildings 
were constructed, would be met and maintained 
For the “long-haul” investment, specify istoliohvalaealll 


Spun Mineral Wool Insulation 


DALLAS MEMORIAL AUDITORIUM 


Architect and Engineer: George L. Dahl, Dallas, Texas 
Consulting Engineers: Ammann and Whitney, New York, N. Y 
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BALDWIN-HILL COMPANY 


1808 Breunig Avenue, Trenton 2, N. J. 


Kalamazoo, Mich Huntington, Ind Temple 
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One of... 
Northern Ohio’s Largest Industrial Distributors 
Stocks YOUNGSTOWN STEEL PIPE Exclusively 





Akron's 97-year-old Hardware & Supply 
Co. knows quality pipe—its customers de- 
mand only the best pipe—so every length 
in their stock room is marked—*“Youngs- 
town”. As this veteran distributor's thou- 
sands of customers in the Akron-Canton- 
Massillon area have found from experi- 
ence, it will pay you to know and deal 
with your nearest Youngstown distribu- 
T tor. He's in business for only one reason— 

ae z = to supply what you want, when you want 


—" ll =- a = ; . 
NS “Tin - =U : it, and in the quantity you require. 


The Hardware & Supply Co. is typical of 
leading Youngstown distributors through- 
out the country who provide: 

















Next time you need steel pipe—for any 
use—specify Youngstown and secure 
these 7 points of uniform goodness 


. Immediate delivery from large, com- 
plete stocks which permits reduction 
of yo inventory nf ductilit if li thick 

u orm ductili uniform wa ick- 

. A single source of supply that will uniferm lengths ness and size 
simplify and expedite your purchas- —- threading uniform strength and 
ing, receiving, and bookkeeping, and, ee | cies 

. 24-hour service—365 days a year 


Your Youngstown Distributor is waiting 
to serve you—why not call him today? 


uniform roundness and straightness 











Another lead of quality Youngstown pipe is ready to leave the Hardware & Supply Ce. can fill any cus- 
shipping dock—an hour after the order is received. tomer's order from their large, complete 
stock of Youngstown pipe 


YOUNGSTOWN PIPE THE YOUNGSTOWN SHEET AND TUBE COMPANY 
Manufacturers of Carbon, Alloy and Yoloy Steel 
General Offices - Youngstown 1, Ohio 
District Sales Offices in Principal Cities 


August 1957 
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CAFETERIA - 

















Snarled cafeteria traffic 
caused by ever-increasing 
school enrollment is not a 
new problem. However, if 
you are planning a new school 
cafeteria or need relief from 
present inadequate and over- 
loaded facilities, it will pay you to consult your “Custom-Bilt 
by Southern” Dealer Now! Highly trained specialists in 
food preparation and serving equipment, they will gladly 
work with you to help solve your student 
feeding problems. 


SOUTHERN SECTIONAL CAFETERIA COUNTERS 
Available for immediate delivery in many 
different combinations, assembled from se- 
lected, matched, functional units of various 
materials and finishes. 


For free catalog, call your “Cus- 
tom-Bilt by Southern” Dealer 
or write Southern Equipment 
Company, 4550 Gustine Ave., 
St. Louis 16, Mo. 


84 National Award Winning Installations 


OUTHERN— 


EQUIPMENT COMPANY 


“CUSTOM-BILT BY SOUTHERN” DEALERS: ALABAMA, BIRMINGHAM—Viulcan Equip. & Supply Co.; MOBILE 
—Mobile Fixture Co. ARKANSAS, LITTLE ROCK—Krebs Bros. Supply Co. COLORADO, DENVER—Arnholz 
Coffee & Supply Co. FLORIDA, DAYTONA BEACH—Ward Morgan Co. ; JACKSONVILLE—W. H. Morgan Co.; MIAMI 
—J. Conkle inc,; ORLANDO—Turner-Haack Co.; TAMPA—Food Service Equip. & Engr. Corp. LINONS, PEORIA 
—Hertzel's Equip. Co. INDIANA, EVANSVILLE—Weber Equip. Co.; INDIANAPOLIS, MARION—National China 
& Equip. Corp. K\OWA, DES MOINES—Bolton & Hay. KANSAS, WICHITA—Arnholz Coffee & Supply Co. 
KENTUCKY, LEXINGTON—Heilbron-Matthews Co. LOUISIANA, NEW ORLEANS—J. S. Waterman Co., Inc.: 
SHREVEPORT—Buckelew Hdwe. Co. MICHIGAN, BAY CITY—Kirchman Bros. Co.; DETROIT—A J. Marshall Co, 
MINNESOTA, MINNEAPOLIS—Aslesen Co.; ST. PAUL—Joesting & Schilling Co. MISSOURI, KANSAS CITY— 
Greenwood'’s Inc. MONTANA, BILLINGS—Northwest Fixture Co. NEBRASKA, OMAHA— Buller Fixture Co. 
NEW YORK, ALBANY—Lewis Equip. Co. NORTH CAROLINA, ASHEVILLE—Asheville Showcase & Fixture Co.; 
CHARLOTTE—Hood-Gardner Hotel Supply Corp. NORTH DAKOTA, FARGO—Fargo Food & Equip. Co. OM1O, 
CINCINNATI—H. Lauber & Co.; CLEVELAND—S. S. Kemp Co.; COLUMBUS—General Hotel Supply; TOLEDO— 
Rowland Equip. Co. OKLAMOMA, TULSA—Goodner Van Co. PENNSYLVANIA, ERIE—A. F. Schultz Co. 
SOUTH CAROLINA, GREENVILLE—Food Equipment Co. TENMESSEE, CHATTANOOGA— Mountain City 
Stove Co.; KNOXVILLE—E. Carleton Scruggs; MEMPHIS—House-Bond Co.; NASHVILLE—McKay Cameron Co. 
TEXAS, AMARILLO—Arnholz Coffee & Supply Co.; CORPUS CHRISTi—Southwestern Hotel Supply, inc., 





VIRGINIA, RICHMOND—Ezekiel & Weilman Co. WEST VIRGINIA, CLARKSBURG—Parson-Souders Co. 
WISCONSIN, MILWAUKEE—S. J. Casper Co. 


SAN ANTONIO—Southwestern Hotel Supply, inc. UTAM, SALT LAKE CITY—Restaurant & Store Equip. Co. 
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second cycle than in the one pre- 
ceding, it transpires. During the 
third cycle, however, they were 
barely 4% more than in the second. 
Thus the secular growth of capital 
formation in residential real estate, 
beginning far back of the nineties, 
“seems to have come to a halt during 
the 1925-1950 period.” 

The annual averages of “deflated” 
expenditures from 1946 to 1953 were 
only a trifle higher than in the decade 
of the 20’s; yet the number of dwell- 
ing unit starts averaged nearly one 
million annually during the eight 
postwar years, as compared with 
700,000 during the twenty-thirty 
decade. Furthermore, additions and 
alterations are increasingly impor- 
tant in the formation of gross 
capital. 

The fourth chapter of the book is 
devoted to analyses of net capital 
formation—which is obtained “by 
subtracting capital consumption al- 
lowances from gross investment.” 
Averages for the three long swings 
of net capital formation in constant 
prices exhibit a rise of only 5% from 
the first to the second cycle as 
against the one-third increase for 
gross capital formation. These aver- 
ages also show a drop of nearly two- 
fifths from the 1905-25 to the 
’25-'50 cycle—compared with a level- 
ing for gross. The authors attribute 
this marked difference between gross 
and net trends to (a) the increase in 
physical stock of housing, (b) a rise 
in total capital consumption, and (c) 
a substantial decline in gross forma- 
tion relative to aggregate physical 
value. In sum, the ratio of gross 
capital formation relative to residen 
tial capital prices fell from an aver- 
age of 74% in 1890-1909 to 56% in 
1910-29 and only 24% in 1930-45. 
Capital consumption allowances, con- 
sidered crucial, consist for this pur- 
pose partly of a constant annual 2% 
depreciation charge figured on net 
cumulated structure values, and 
partly of estimated demolition losses. 
(Continued on page 222) 

























solve all opening problems easily with 


3-FOLD 



































the only folding doors with an 
air-vented, all-wood grid core 
and advanced-design hardware 





Jf Completely packaged—ready to install. For closets, 

room dividers, passageways. Standard two and four- 
door units available for openings from 2’-0" to 6’-0” 
wide and 6’-8” to 8-0” high. Easy-to-follow install- 
ation instructions in each carton. 
REZO-FOLD hardwood panels are hand matched for 
both grain and color. Available in any commercial 
species of natural wood to complement any decor- 
ating motif. Door thickness — 1-3/8". 


REZO-FOLD Doors have air-vented, all-wood grid 
core construction for rigidity, strength, light weight, 
and dimensional stability. 





No floor guide or track required. 


Tongue and groove meeting stiles guarantee snug, 
secure fit when closed. 


J New type, advanced-design hardware and swivel 
hangers with 4-wheel nylon rollers assure smooth, 
NO FLOOR GUIDE easy, trouble-free operation. 
OR TRACK 
REQUIRED. 


(Mt EES RET SES 

TONGUE AND GROOVE NEW TYPE ADVANCED DOORS ARE ALL-WOOD 

MEETING STILES FOR DESIGN HARDWARE AIR VENTED GRID CORE 
SNUG FIT. 








Swivel hangers 

with 4-wheel ; 

nylon rollers Air vents help All-wood grid 
operate smoothly equalize moisture core assures 

in extruded content through- rigidity, strength 
aluminum track. out the doors light weight 





IT’S ALL IN THE 
CARTON—READY Backed by over a century of experience and nine 


TO INSTALL! million successful installations, REZO-FOLD Doors 
are made with all the precision, care and quality 
that has made the Paine REZO name famous the 
world over. For full information, write: 


AINE 


LUMBER COMPANY, LTD. 


ESTABLISHED 1853 « OSHKOSH, Wis. 


August 1957 
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Store Door 
AUTOMATION 
Builds Traffic 




















DOR-O-MATIC. visiete Dorman 


Merchants who have the Dor-O-Martic INnvisisLE Dor-MAN 
working for them are reaping the advantages of consumer auto- 
mation—customers move in and out faster, oftener . . . buy more 
. . . because the convenience of automatic doors puts them in a 
buying mood . . . creates a more pleasant relationship. No temper- 
trying door jam-ups. Complete safety is assured. Storeowners have 


dependable door operation. . 


bright, decorator, colored carpets .. . 


. plus the added eye-appeal of 


monogrammed for imme- 


diate store identification. Dor-O-Martic’s superior design and 
rugged construction gives unparalleled service. Write for de- 


tailed information. 


Dor-O-Maric Concealed in the Floor 


Manual Door Controls 


—available in 31 different models 
to fit all types of doors... 
every kind of traffic condition. 


SEE OUR CATALOGS IN SWEET'S 





Sales and Service in Principal Cities 6914 


\DOR-O-MATI 


CANADA: Dor-O-Matic of Canada, 550 Hopewell Avenue, Toronto 10, Ontario 
EXPORT: Consultants International, 69-77 Bedford Street, Stamford, Connecticut 





division of REPUBLIC INDUSTRIES, INC 
7354 West Wilson Avenue 
Chicago 31, Illinois 
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At this point our authors make a 
sobering declaration: Gross residen- 
tial capital formation is on a long 
swing decline. For three periods of 
the six decades studied—in each of 
the World Wars and during the 
“there was actual! 
Furthermore, 


Great Depression 
net disinvestment”! 
while the number of dwelling units 
standing has continued to grow dur- 
ing those six decades, the rate of 
new dwelling units started, com- 
pared with the inventory of existing 
units, has shown “a marked down- 
ward trend.” Taking all factors into 
consideration, the authors have dis- 
covered that the long-term record of 
residential capital formation “points 
toward arrested growth or actual 
decline in real terms,” depending 
upon whether gross or net additions 
to capital are considered. 

Chapters V, VI, and VII examine 
the forces underlying this apparent 
trend and bring to light the modus 
operandi of “real input” per dwell- 
ing unit. Incidentally, the smaller 

household growth-rate, 
compared with that of population, is 
attributed to a 20% fall in the size 
of nonfarm households from 1900 to 
1950. Another putative reasyn has 


decline in 


been the establishment of households 
by “social units’ rather than by 
“biological families.” 

The principal 
real capital per new dwelling are 
the increas 


factors reducing 
found to have been (1) 
ing proportion of housing in the 
West and South where climate makes 
possible an input per dwelling unit 
much lower than in the East and 
North; (2 
construction in rural nonfarm areas: 


the larger proportion of 


(3) a decline in the average size of 
household and dwelling units; (4 
the tendency toward lighter mate- 
rials and construction; (5) long- 
term increase in the cost of house- 
building relative to other prices, and 
possibly (6) the occupancy of new 
dwellings by an increasing percent- 
age of families “farther down in the 

(Continued on page 224) 
























HOW TO GET 


FLUORESCENT 


HIGH POWER 
FACTOR 


HERE'S THE SECRET: Use fixtures with CERTIFIED 
CBM BALLASTS! Then you not only get High Power 
Factor, efficient use of current and lower installation 
costs, but you save on lighting costs, too. 


CBM BALLASTS GUARD YOU FROM LOSSES IN LIGHT 
OUTPUT... can save you up to 30%. For CBM means 
full, rated light output. And get long ballast life, 
and up to 2500 hours more we life. 


MADE FOR EACH OTHER. Certified CBM standards 
are “tailored to the tube”. So to get more — by 
money, be sure the fixtures you use are equipped wit 
CERTIFIED CBM BALLASTS. 





CBM GIVES JUST WHAT YOU NEED for ——-— fluores- 
cent lamp operation. These ballasts are designed to 
give just the right amps and volts for peak lighting 
performance. 











BUILT TO EXACTING SPECIFICATIONS for performance 
by 7 leading ballast manufacturers, CERTIFIED CBM 
BALLASTS are checked and certified by Electrical 
Testing Laboratories. They also carry the UL label. 


WRITE FOR A COPY of the free booklet, “Why it pays 
to use CERTIFIED CBM BALLASTS in fluorescent 
lighting fixtures”. You'll find it helpful in knowing 
your best buy in fixtures. 


Seven leading manufacturers now make up 


ERTIFIED BALLAST MANUFACTURERS 


CLEVELAND 15, OHIO 


Participation in CBM is open to any manufacturer who wishes to qualify 
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call the man from Webster 


...no one knows intercommunications better 
or can help you more! Take advantage of 
his specialized knowledge of Teletalk applica- 
tion and installation — plus a complete 
familiarity with local codes and regulations. 
No obligation, of course. 

ELECTRONICS DIVISION 

















WEBSTER W ELECTRIC 


| RACINE -wis 











fELETALK WEBSTER CONSOLETTE TELETALK 

2000-3000 series ideal hub of communica- A 1000 series 

Newest interpretation of tions for hospitals, schools, Low cost intercom for 
the finest in intercom sys- churches, factories, clubs. small business, stores, of- 
tems. Two handsome Dual channel operation — fices, farms, for the home 
models. New transistors, permits intercommunica- — wherever ten or fewer 
printed circuits, Telebar tion, with music distribu- stations will serve. Ample 
control. 6 to 60 stations. tion, paging at one time. power, excellent fidelity. 







Ce ee ee 





































[| | want to know all about I 
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[) have the man from Title i 
I Webster contact us. 1 
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i Intercom Catalog. mane <9 
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income pyramid.” 

On the other hand, the influences 
tending to increase real capital per 
dwelling unit have been the rise in 
real income, the growing proportion 
of single-family houses, and the 
addition of equipment items, such as 
garages and heating systems. 

However, a puzzling anomaly re- 
mains. Since 1890 there has been 
a spectacular increase in per capita 
real consumption of nearly ll 
classes of consumer goods other than 
dwellings. The authors are prompted 
to ask, “Why have consumers failed 
to demand housing of such high 
quality that real input per new unit 
would rise?” 

A tentative answer to this query 
is developed in Chapter VIII: the 
consumer’s residential preferences 
have been impaired by the emerg- 
ence of newer goods and services— 
such as the auto and TV, to say 
nothing of “eating out.” It strikes 
this reviewer that right here the 
architect may (and perhaps already 
has) come to the rescue with attrac- 
tive, livable design. 

The remaining seven chapters are 
devoted to technical and well docu- 
mented studies of mortgage and 
equity data, with particular refer- 
ence to Federal aid in financing. Of 
these chapters the last two seek to 
trace a “time pattern” and evaluate 
recent developments. In general, the 
authors conclude that the difficulties 
arising from the unbalanced condi- 
tion of residential capital formation 
can be resolved by the community at 
large, “in the face of social pres- 
sures,” through careful weighing of 
“long-term benefits” against real or 
apparent “short-term advantages.” 

Twelve copious Appendices, to- 
gether with thirty charts and an in- 
dex, and more than a hundred statis- 
tical tables, round out and imple- 
ment this truly valuable work. In 
addition, the book is well written 


and well printed. 


WILLIAM HURD HILLYER 
Economist and Financial Historian 
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KRESGE AUDITORIUM, MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, MASSACHUSETTS 


Imaginative—unusual—conventional...whatever the window treatment you are 
planning next, Ware engineers are ready to help you meet the most challenging 


requirements. Why not contact us today? PA-8 


Alanirum 0 DRE Lbedowe 


Ware Laboratories, inc., 3700 N.W. 25th St., Miami, Florida 








space requirements 
for recreation parks 


To round out this special issue on recreational struc- 
tures and to supplement the presentation of completed 
buildings shown on the previous pages, the Editors 
offer some basic data which would be useful in the 
planning and programming of recreation centers. Con- 
siderable research has been conducted in this field by 
the California Committee on Planning for Recreation, 
Park Areas, and Facilities and their findings have now 
been collected into an excellent document entitled, 
“Guide for Planning Recreation Parks in California.” 
Although directed to the California audience, the 
guide should be a valuable source for all concerned 
with the planning and administration of recreation 
areas throughout the country. The three most preva- 
lent local topographic conditions—coastal, mountain, 
and desert regions—are independently researched; 
and, because of this great geographic diversity within 
the State of California, the data is applicable almost 
anywhere in the country. Following are excerpts from 
the Guide. I. M. R. 





Neighborhood center adjoining an etementary school. Diagram, not a pian. 





the neighborhood recreation center 


“A combination school and park that provides space for 
outdoor and indoor recreation activities primarily for 
children from approximately five to fourteen years of 
age and for family groups. Also, a separate recreation 
park that is designed to serve neighborhood recreation 
needs and is located within walking distance of most of 
the homes in the neighborhood.” 
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TECTUR 


ARCHITE AL BEAUTY 


START HERE...WITH WESTINGHOUSE, 


A variety of nerves and muscles is required beneath a 
beautiful building exterior. No matter how creative the archi- 
tectural design, there can be no destiny of usefulness for the 
proposed structure until the electrical system, which gives it 
life, has been carefully planned. 

Detailing electrical apparatus into harmony with the rest 
of the building need not be a chore. Westinghouse has applied 
years of experience and engineering skill to simplifying and 
standardizing components of commercial and industrial elec- 
trical systems. Electrical specifications can be written around 
the “‘circle W”’ with confidence. 

A fine example of a building with visual beauty plus “‘deep 
down” functional beauty is the Occidental Life Insurance 
Company of North Carolina Building at Raleigh. Some of its 
features are pictured on succeeding pages. 


DP-5028-A 


you can BE SURE... iF iTS 


Westinghouse 











“1. PLAYLOT AND MOTHERS’ AREA .25 acre in 
coastal and mountain regions to accommodate the desir- 
able range of facilities, including swings, slide, sand box, 
an open area for free play, “gopher holes,” climbing 


maze, wheel-toy freeway, play sculpture, playhouse, 
shrubs and trees, and a shelter with benches for 
mothers. Additional .10 acre in valley and desert 


regions for greater number of shade trees and for spray 
pool or other water feature. 

“2. PLAY AREA FOR ELEMENTARY SCHOOL-AGE 
CHILDREN .385 acre in coastal and mountain regions to 
accommodate the following: a safe apparatus area 
(6000 to 10,000 sq ft) with swings, traveling rings, 
horizontal ladder; large-scale play sculpture that chil- 
dren can envisage as a space ship, a lookout tower, or a 
and a “vacant lot” area in which 
children can dig caves and trenches, stage mock battles, 
build crude huts, or pretend they are hunting in the 
forest. Additional .05 acre in valley and desert regions 


deep sea monster; 


for shade trees and protective planting. 

“3. NATURE AND SCIENCE HOBBY AREA .80 acre 
to provide sufficient space for serious pursuit of scien- 
Requirements: garden 
plots and a lath house; area for group science activities 
Some 


tific and mechanical interests. 


and outdoor display of hobbies and collections. 
recreation agencies may consider .30 acre inadequate 
and may wish to provide as much as .50 acre. 


“4. PAVED AREA FOR COURT GAMES The area 





includes any desired combination of tennis, volleyball, 
and basketball courts and a paved slab for all-purpose 
use. .50 acre in coastal and mountain regions when 
recreation center adjoins school. .75 acre in valley and 
desert regions when recreation center adjoins school, 
because adults use lighted courts extensively in the 
evening. 1.00 acre in coastal and mountain regions when 
recreation center is separate. 1.50 acre in valley and 
desert regions, because of intensive night use. 

“5. FIELD FOR SPORTS 4.00 acres at separate recre 
ation center to provide field space for a softball diamond 
and for field games of hockey, speedball, soccer, and 
touch football. 2.00 additional acres if a hardball dia- 
mond is provided. In the desert region one additional 
acre should be provided in a recreation center adjoining 
a school, so that adequate windbreaks and screen plant- 
ing may be included. 

“6. NIGHT LIGHTING .25 acre provides 10-foot strips 
along two sides of the sports field (length 400 ft) to 
accommodate light poles and masking shrubs. 

“7. INSTRUCTIONAL SWIMMING POOL 


coastal and mountain neighborhood recreation centers 


?0 acre in 


at elementary schools. Dimensions of pool: 30 ft by 60 
ft. Additional .05 acre in valley region and .10 acre in 
desert region, because of more intensive use. This type 
of facility is not ordinarily included in a separate recre- 
ation center. 


“8. FAMILY PICNIC AND BARBECUE AREA 1.50 
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MILLIONS 
WALK DAILY 
ON 
ROBBINS 
FLOORING 


ROBBINS FLOORING COMPANY 


Reed City and Ishpeming, Michigan 


lronbound” Continuous Strip* Hard Maple Floors @ Perma 
Cushion* Resilient Floor Systems @ Other hardwood floor 
wood 


@ Dri-Vac Protection Treatment available on all 


acre in coastal and mountain regions. Average space 
required: 2500 sq ft per family. Total space allotment 
accommodates approximately 17 families, with privacy 
afforded each family by proper arrangement of trees 
and shrubs. Additional .25 acre in valley region and .50 
acre in desert region, because of greater family use in 
warm climates. 

“9. PARKLIKE AREA FOR FREE PLAY The free 
play area is largely spacious turf, bordered by trees and 
shrubs. Logically located next to the picnic area, it 
provides “elbow room” for parents and children before 
and after the picnic dinner. It is also the one area in 
the neighborhood that can be enjoyed just as green 
open space. .50 acre in coastal and mountain regions 
when recreation center adjoins school. .75 acre in valley 
region and 1.00 acre in desert region when recreation 
center adjoins school, because of greater family use, as 
in pienic area. 1.00 acre in coastal and mountain 
regions when recreation center is separate. 1.50 acre in 
valley region when recreation center is separate, and 
1.75 acre in desert region, where use is greatest, espe- 
cially after sundown during warm months. 

“10. NEIGHBORHOOD CENTER BUILDING .35 acre 
at separate recreation center to provide space for a 
building with 5000 sq ft of floor area surrounded by 
10,000 sq ft of grounds, including a terrace, walks, and 
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DETAILS ON FOLLOWING PAGES 





planting areas. School serves as center when recreation 
area adjoins elementary school. 

“11. QUIET AREA .25 acre near recreation center 
building in coastal and mountain regions. Additional 
.25 acre required in valley and desert regions. Larger 
areas are needed in warmer climates because more 
people wish to be outdoors and a greater amount of 


CONNOR 


forest products since 1872 


“LAYTITE” FLOORING 


has been first choice for gyms, 
play rooms and class rooms 


“CONTINUOUS STRIP’’, Blocks, Regular 
Strip, and Slats 


maple 
birch 


shaded area is necessary. oak 


“12. OLDER PEOPLE .50 acre for turfed area in 
coastal and mountain regions. Turf used for bowling, 
croquet, pitch and putt, and horseshoe courts. Addi- 
tional .10 acre in valley region and .25 acre in desert 
region to accommodate intensified use in warmer cli- 
mate, especially in evening. .10 acre for paved all-pur- 
pose area for games and social activities in all regions 
of the state. .10 acre needed in and around the recre- 
ation building for the exclusive use of older people—a 
floor area approximately 40 ft by 50 ft inside and an 
equal amount of area outside... 

“13. OFF-STREET PARKING .40 acre when recreation 
center adjoins elementary school, which also provides Co. 


tien deh catia pik, Se ee a CONNOR LUMBER & LAND C0. 


automobile, this area provides parking for 58 automo- 
P.O. BOX 810-K, WAUSAU, WIS. 
Phone No. 2-2091 


School and Gym Floors 
Our Specialty 


MFMA grades and trade marked 


See Sweet's file specs + 13] 


biles. .60 acre when recreation center is separate. Allow- 
ing 300 sq ft per automobile, this area provides parking 


for 86 automobiles. 
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Lighting in modern buildings is more than a func- 
tional accessory to construction. The Occidental 
Building is a typical example of the effectiveness 
with which Westinghouse fluorescent lighting is 
applied as an integral part of architectural beauty. 
With no sacrifice of efficiency, the recessed troffers 


YOU CAN BE SURE... ia 
iF ITS 


Westinghouse 


SEH 


become a part of the pattern of perfection designed 
into the architecture of this effectively lighted 
reception room. 

Call on your Westinghouse sales engineer for 
product information or lighting engineering assist- 


ance. He is as near as your telephone. DP-5028-B 





TU Fluorescent Troffer 





.-- SPECIFY WESTINGHOUSE 


August 1957 








the community recreation center 


A recreation area serving a community and providing 
outdoor and indoor facilities to meet a much wider 
range of recreation interests than the neighborhood 
center; primarily for young people and adults. 


Community center away from a secondary school. Diagram, not a plan. 


“A. PLAYLOT AND MOTHERS’ AREA .25 acre in 
coastal and mountain regions to provide the same kinds 
of facilities included in the neighborhood recreation 
center. Additional .10 acre in valley and desert regions 
for greater number of shade trees and for spray pool 
or other water feature. 

“B. PLAY AREA FOR ELEMENTARY SCHOOL-AGE 
CHILDREN .35 acre in coastal and mountain regions to 
provide the same kinds of facilities included in the 
neighborhood recreation center. Additional .05 acre in 
valley and desert regions for shade trees and protective 
planting. 

“C., FIELD FOR SPORTS 1.00 additional acre for gen- 
eral community use when recreation park adjoins the 
school. 7.00 acres in separate community recreation 
park to accommodate a baseball diamond and two soft- 
ball diamonds, field for hockey, speedball, soccer, and 
touch football, bleachers, and dressing rooms. One base- 
ball diamond sufficient if some neighborhood recreation 
centers also include baseball diamonds. In desert region 
8.00 acres, in order to include adequate windbreaks and 
screen planting. 

“D. NIGHT LIGHTING .25 acre provides 10-ft strips 
along two sides of the sports field (length 400 ft) to 
accommodate light poles and masking shrubs. 


BEAUT’ 


. 


Economical, 
















“E. PAVED AREA FOR COURT GAMES Community 
recreation park adjoining junior or senior high school: 
1.35 acre in coastal and mountain regions to provide 
supplementary tennis, volleyball, and basketball courts 
for community use. 1.50 acre in valley and desert 
regions because of greater demand. Separate community 
recreation park: 2.00 acres in coastal and mountain 
regions to accommodate desired combination of tennis, 
volleyball, and basketball courts. 2.35 acres in valley 
and desert regions, where use is more intensive after 
sundown. Night lighting required in all regions. 

“F. CONCRETE SLAB FOR SKATING AND DANC- 
ING .15 acre in all regions of the state, regardless of 
whether recreation park is separate or adjoins a school. 
Approximate area of slab: 6000 sq ft. Night lighting 
essential. 

“G. FAMILY AND GROUP PICNIC AND BARBECUE 
AREA 3.00 acres in coastal and mountain regions in 
recreation parks adjoining junior or senior high schools, 
as well as in separate parks. 1.0 additional acre in valley 
and desert regions, in order to accommodate greater 
use and to provide more shade trees, shrubs, and lawn. 
Night lighting especially in valley and desert regions. 
“H. PARKLIKE AREA FOR FREE PLAY Community 
recreation park adjoining junior or senior high school: 






2.00 acres in cvastal, valley, and mountain regions. 3.00 
acres in desert region to accommodate greater use, espe- 
cially after sundown. Separate community recreation 
park: 4.00 acres in coastal, valley, and mountain regions. 
5.00 acres in desert region, where use is intensive and 
more lawn and shade are needed. 

“I. AREA FOR SPECIAL EVENTS 1.00 acre in all 
regions in recreation parks adjoining junior and senior 
high schools, as well as in separate parks. Area accom- 
modates agricultural exhibits, science fairs, and out- 
door art displays at various times during the year and 
leaves parklike area available at all times for free play 
and passive recreation. 

“J. COMMUNITY CENTER BUILDING .75 acre in all 
regions adjoining schools. 1.00 acre in all regions in 
separate community recreation parks. It is assumed 
that in parks adjoining schools the school and recreation 
agency will jointly use arts and crafts, science study, 
and multipurpose rooms, all together totaling about 
11,000 sq ft. In separate parks the community building 
should provide approximately 11,000 sq ft for such 
rooms. Under either plan approximately 20,000 sq ft of 
additional space will be needed for social halls, teen-age 
lounge, senior citizens’ rooms, kitchens, hallways, stor- 
age, display space, sanitary facilities, and administra- 


Modern lighting with Westinghouse fluorescents is as natural as day- 
light. Actually more efficient, too, because it can be controlled to 
provide balanced intensity and minimum power requirement. An 
added advantage to the architect is a natural compatibility with 
building design, as in the Occidental Life Insurance Building. Further 


advantages are found in Westinghouse lighting data available to 
simplify the detail work, and Westinghouse specialists who are ready 


to help you. 
















DP-5028-C 











LC Fluorescent Fixture 


Colorful harmony can be added by the use of 
Carousel fluorescent fixtures—another Westing- 
house first. A variety of colors can be blended 
into the visual beauty of the lighted area by the 
use of the new sea-mist green and sun-tan brown 
Carousel fixtures. 











tere eee 
= For the BEST in NEW CONCRETE FLOORS, § 


t Architects, Contractors and Cement Finishers 


HYDROMENT 


Hydroment’s superiority over 
other concrete floor toppings is 





a well established fact 
Here's aj Surface HYDROMENT IS BEST BECAUSE: 

with 1. Proper balance of quartz and iron 
IMPROVED oggregote results in an unexcelled wear- 

. ing course with no rusting or dusting. 

Hardness, Density ' . 
om 2. Optimum grading of quartz and iron 
Wearability, aggregate imports surface density unob- 


tainable in any other concrete hardener. 


Corrosive, Resist- 
ance, and Lasting 
Appearance. 


3. No periodic maintenance problem 
with Hydroment. It resists rugged wear 
for unusually long periods. 











Write for Complete Details and NEW HYDROMENT BULLETINS. 
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Where? 
Anywhere! 


STFUPLUNE Difuders 
& HGITAIA 





Type # 


STRIPLINE combines the best 
features of both slots and 
efficient air diffusers to 
provide equalized air flow 
throughout its entire length 


STRIPLINE slot diffusers ore 
slenderly designed, 
inconspicuous, practical and 
versatile. These slot diffusers 
can be located in walls, ceilings, 
coves, moulds, window reveols 
ond stools or almost anywhere 
AIR DEVICES INC. 0 ese 
185 MADISON AVE., N. Y. 16 
Air Diffusers Filters 


Write for complete 


Stripline catalog 
Exhousters 


To Get Positive Circuit 


Positive circuit protection for all feeder and branch 
circuits in the Occidental Life Insurance Building is 
assured with Westinghouse De-ion® circuit breaker 
switchboards and panelboards. 

Westinghouse switchboards and panelboards are 
custom-designed to your requirements. They are built 
in thirteen plants, strategically located, so that de- 
livery can be made when the contractor needs it. The 
units are factory assembled, easy to install and wire, 
resulting in low installation costs. 

With Westinghouse, you get custom-design, custom- 
service delivery. Specify Westinghouse switchboards 
and panelboards. DP-5028-D 


you CAN BE SURE...1F 17S SEQ. 


Westinghouse © Ws 


These are some of the custom-designed units in the Occidental 
Life Building. At left, the Westinghouse switchboard—dead 
front for operating safety. And on the next page. . 


is 




















the community recreation center 





tive offices. For grounds around the building, including 
patio and fireplace, 7000 sq ft are needed when the 
building is located in a park adjoining a school, 12,000 
sq ft when the building is in a separate recreation park. 
“K. REGULATION SWIMMING POOL 
recreation park adjoining junior or senior high school: 
.50 acre in coastal and mountain regions. 1.00 acre in 


Community 


valley and desert regions, because space surrounding 
pool must be larger to accommodate a substantial num- 
ber of users who remain several hours for sunbathing 
and general relaxation. Separate community recreation 
park: 1.00 acre in coastal and mountain regions. 2.00 
acres in valley and desert regions for reason stated 
ahove. Night lighting desirable in all regions. 

“L. NATURAL AREA 2.50 acres in coastal, valley, and 
mountain regions in recreation parks adjoining junior 
or senior high schools, as well as in separate parks. 1.00 
additional acre in desert region, because of greater need 
for change in environment. Space must be of sufficient 
size to create distinct change in outdoor scene and be 
attractive for day camping for small groups, for nature 
study, and for archery. 

“M. OLDER PEOPLE’S CENTER 2.00 acres for turfed 
area in coastal and mountain regions in parks adjoining 


SKIN DEEP 


(er. = i 


IS MORE THAN 


Protection... SPECIFY WESTINGHOUSE 


Typical switchboard: positive 
breaker handle identification shows 
when circuit has been interrupted. 


SRY Re? ae - rer ft. =e 


A pair of Type NLAB lighting panelboards, 
providing absolute protection to all lighting 
and small power building services. 


Carousel fixtures. 


schools, as well as in separate parks. Additional .20 acre 
in valley region and additional .50 acre in desert region, 
bordering area is 


Area accommodates lawn bowling, shuffle- 


where use is greatest and shady 
essential. 
board, croquet, and horseshoe courts. .10 acre in all 
regions of state for paved all-purpose area for games 
and social activities. .10 acre in all regions of state for 
building space for exclusive use of older people. Pro- 
vides social hall, kitchen, arts and crafts rooms. 

“N. OFF-STREET PARKING (based on allowance of 
300 sq ft per automobile) Community recreation park 
adjoining junior or senior high school: 1.00 acre in 
coastal and mountain regions to provide for 144 auto- 
mobiles. It is assumed that the perimeter of the park will 
be available for curb parking and that the school also 
will provide some off-street parking. 1.25 acre in valley 
and desert regions for 180 automobiles. Greater area 
needed because of more intensive use. Same assumption 
concerning perimeter parking and school provision of 
off-street parking. Separate community recreation park: 
1.50 acre in coastal and mountain regions for 216 auto- 
mobiles. 2.00 acres in valley and desert regions for 288 
automobiles, because of increased use. Perimeter park- 
ing at separate park assumed.” 
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A erofin makes ex- . 

tended heat surface . 
exclusively — not as a by- 

product, not as a side-line. Sold 
only by manufacturers of fan-system 
apparatus, List on request. 


HEAT EXCHANGERS 


. ASK THE 
| AEROFIN MAN 


Specify Aerofin and you specify 
high efhciency, long service life and 
low maintenance and service costs. 


Take advantage of Aerofin’s un- 
equalled experience, production fa- 
cilities, and materials-testing and 
design research — of Aerofin’s com- 
plete engineering service at the 
plant and in the field. 


AEROFIN CORPORATION 


101 Greenway Ave., Syracuse 3, N. Y. 
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the citywide recreation center 


A large area of natural or man-made beauty that serves all the 
communities within a municipality or urban area (approximately 
100,000 population) and provides major recreation facilities not 
usually duplicated in other recreation parks, such as sports cen- 
ter, golf course, lake for boating, and an area for day camping. 


For Dependable, Motor Drives and Controls... 


SPECIFY WESTINGHOUSE 


Building services of many varieties must have trouble-free motor power 
and reliable motor control for efficient operation and building service pro- 
tection. Westinghouse motors and controls are preferred because of their 
dependable performance and flexibility of application. 

The Occidental Life Insurance Building has this dependable service. 
Motors and motor controls like those shown at left are typical of its 
well-engineered electrical system. Westinghouse motor and control engi- 
neers are ready to help you with any application problem. They are as 
near as your telephone. Call them. DP-5028-E 


Westinghouse Life-Line® “‘A’’ Motor and Magnetic Reduced 
Voltage Starter offer extremely quiet operating character- 
istics—a prerequisite for office building equipment. No motor 
whine—no annoying contactor clatter. And the Add-A-Part 
feature of the starter makes it the most flexible starter 
in the industry. 


you CAN BE SURE...1F ITS GE. 
————— O\ 


Westinghouse 


c\ 
ww 
oe 


Westinghouse high-voltage motor 
control brings high-voltage power 
close to load areas for maximum 
equipment efficiency. 
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American Theaters Corp. Office, 
Krokyn and Browne, Archts. 


gives privacy 
with soft light 


Softly diffused light—maximum visual privacy—beautiful appear- 
ance—simple to clean and keep clean—lends character to the simplest 
glazing arrangements. MAGNALITE OBSCURING-DIFFUSING 
GLASS . the choice of leading architects and designers for parti- 
tioning, screening, and ceiling lights . is adaptable for a broad 
range of applications. 

Send for Brochure M-1957 or see Sweets Architectural 
File for details. Samples on request. 


the citywide recreation center 





“CULTURAL CENTER (adjoining a major educa 
tional institution when practical) 

“A. Drama and music center—auditorium for 1000; 
intimate hall for chamber music: 10 acres required; 
includes parking for 300 cars (300 sq ft each). 

“B. Outdoor theater: 20 acres including parking area 
for 600 cars. 

“C. Junior museum—science, crafts, arts: 15 acres in- 
cluding parking for 30 cars. 

“D. Museum—art center with art gallery and studios 
for painting, sculpture, and crafts; floral display hall: 
15 acres including space for 300 cars 

“E. Landscaping: 15 acres. 


“RECREATION PARK 


“F. Open meadow area: 30 acres. 

“G. Natural areas, trails, lake or water course: 45 acres; 
parking for 150. 

“H. Picnic and barbecue areas for families and groups: 
80 acres; parking for 300. 

“I. Day and weekend camping for families and groups: 
80 acres; parking for 300 cars. 

“J. Golf courses—one 18-hole course for 20,000 popula- 
tion, plus one 18-hole course for 30,000 thereafter: 640 
acres; parking for 1600 cars. 





soi ac ey a a | WAL LOK MORTAR JOINT 
K. Children’s wonderland—combined with children’s - REINFORCING 


zoo: 5 acres; parking tor 100 cars. 
“L. Play area for preschool children and apparatus sec- 6 POINTS f SUPERIORITY 
tion—four of each widely separated: 3 acres. 0 


“M. Adaptable space for circus, carnivals, outdoor con- 
. ° - 1 WAL-LOK is Deformed 
ventions: 20 acres; parking for 600 cars. Knurled and welded without 


impairing tensile strength— 


“ Corporation yard: 10 acres. Assures positive bond for full 
. length of structure 
“O. Landscaping: 70 acres. 
2 Cross Boars hold WAL-LOK 
up—for complete bond with 
mortor all the woy cround 


“SPORTS CENTER 3 WAL-LOK is pockoged (25 


" . . . . 2 <i | twelve foot sections per bun 
“P. Stadium, swimming pool, athletic fields, courts: 50 dle for easy handling, fewer 
. splices, less waste 
acres; parking for 1300 cars. ~ aE 
vperStandor os ge 
side rods—more bonding sur 
foce, greater tensile strength 
thon 9 go. ond is the mini 


“CIVIC CE! ‘TER mum recommended ». the 


» » . . . oe Notione! Bureay of ton 
Administrative offices, auditorium and exhibition hall: dords 


5 WAL-LOK and only WAIL- 
LOK gives the same bondage 
per squore inch of surface 
with SuperStandord grade os 
with the Extro Heavy grode 


“PLAZAS AND SQUARES 6 WAL-LOK is monvufaoctured 


20 percent of commercial district. in one factory—quolity con- 
trol is strictly mointained— 


immediately ovailable, every - 
where through leading dis- 
tributors and deolers 


80 acres; parking for 600 cars. 


“GREENBELTS 

Strip parks and tree-lined walks connecting squares, 

neighborhood recreation centers, community and city- THIS 4-PAGE FOLDE | 
wide recreation parks, and the civic center. Tree-tined ADRIAN PEERLESS, INC. 
boulevards and parkways linking larger parks. Water- 1411 £. Michigan + Adrian, Michigan 
front developments along ocean, bays, lakes, and rivers.” 


Planning a commercial or industrial electrical system is a teamwork 
project. A Westinghouse electrical construction specialist can be of 
service to your planning team. 

He’ll talk Westinghouse, of course, but you can make him prove 
every point to your advantage. 

The specific case history and product references on preceding pages 
cover only part of the line. Fact is that everything needed for any job 
can be specified in the “circle W’’ brand. When you draw up specifica- 
tions on that basis, you write a fine insurance policy for long-term 
satisfaction of your valued clients. 

Westinghouse Electric Corporation, P.O. Box 868, Pittsburgh 30, Pa. 


DP-5028-F 








In addition to the vast library CBee, 
; = ~ ’ ° in, 

ft Weveapnease yonnet you CAN BE SURE...1F:ts Westinghouse (W): 

bulletins, you will find us —_—_ w= 

in your office, in Sweet’s File. es 
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Sensibly priced Gerber Plumbing Fixtures give you full value for your plumbing dollar. 
You can install the smartest fixtures and bathroom “extras” too. 


Add the “extras’"’ that mean smarter 
bathroom designs...at no extra cost 


You can design a more interesting 
bathroom without increasing costs 
when you specify Gerber Plumbing 
Fixtures. Here’s why . . . 








Gerber prices are so sensible that the > 
money you save can be used to add = 
those interesting architectural touches Lavatories 
that give distinctive bathroom beauty. 


Gerber quality equals that of the 
most expensive fixtures made, and earns 
the Good Housekeeping seal. 


Gerber styling enhances your bath- 
room design. Gerber’s complete line of 
brass, vitreous china ware, and steel 
enamel ware is smartly styled .. . easy 
to install. Gerber offers fixtures in 5 
colors and white to fit most decorating 
schemes. 


Why not see a Gerber representative I —n = 
before you specify plumbing fixtures for 
your next building or remodeling job? Bathtubs ’ 


Free Catalog Write for catalog No.M-10,a 96-page catalog with speci- 
fications, photographs, and complete information on 
Gerber brass, vitreous china, and steel enamel ware. 


<a GERBER Plumbing Fixtures 


Gerber Plumbing Fixtures Corp., 232 N. Clark St., Chicago 1, Ill. 


5 Modern Plants: Kokomo, Ind.; Woodbridge, N. J.; Delphi, Ind.; Gadsden, Alo.; West Delphi, Ind. 
Export Division: Gerber International Corp., 500 Green St., Woodbridge, N. J. 
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(Continued from page 20) 


fate of the times and our only outlet 
is safety precautions. 

(a) Construction failures can be 
controlled by rigid inspection, good 
workmanship, and good materials. 

(b) Blistering—we believe can be 
done away with by choice of mate- 
rials and proper initial application. 
Blisters are caused either by wea- 
thering or by expansion of trapped 
air and gases which accumulate dur- 
ing the laying of the felts. 

Our company feels that Porosity 
and Non-Blistering are, in essence, 
one and the same thing. If the felt 
is porous enough to allow all trapped 
air and gas to escape during appli- 
cation, blisters will not form unless 
other moisture is within the deck. 
This is so because both the causes of 
structural blisters are absent. Wea- 
ther blisters, Small has stated, are 
the result of natural weathering. It 
makes sense then, I believe, that 
incrganic (glass) felts are superior 
in weathering properties to any 
organic (rag) felt which may rot, 
decay, and finally disappear. 

IV. Let me discuss just one more 
topic. It has been proved that a thick 
unreinforced layer of bitumen will 
crack quickly and often cause disas- 
trous results. In short, too much of 
a good thing sometimes becomes 
faulty. 

On the other hand, reinforced lay- 
ers can withstand the elements, 
won’t crack or run off. Thin layers 
of bitumen are pliable. Rag felts 
were used originally to reinforce the 
bitumens and to maintain thin layers 
of the bitumen, and in part they per- 
form satisfactorily. With the de- 
velopment of reinforced plastics, and 
worldwide use of glass filaments in 
coirosion protection for underground 
piping, it was a logical step for us 
to develop the use of glass as a rein- 
forcement for built-up roofing. Any 
bitumen is a plastic, and glass is an 
inexpensive reinforcing agent that is 
strong and pliable and inorganic. 
Putting them together we are offer- 

(Continued on page 240) 











Costs less than conventional Entire assembly weighs 
roof-ceiling systems less than 9 psf 



















Waterproof built-up roof 


Entire system is only 


five inches deep Steel mesh reinforces 


insulating concrete fill 





Firesafe concrete slab 
cuts insurance costs 
Slab and matt-faced 


board minimize heat loss Conduits can run in any 


direction in deck 


Perforated steel deck is 
easy to clean and paint 


Hard-faced acoustic deck 
won't rip, dent, tear, sag 











Local labor can assemble Beams can be steel, timber 
the entire roof system or precast concrete 
No suspended ceiling 











New idea in school ceiling-roof construction 





5-INCH SYSTEM. A suspended ceiling system GOOD ACOUSTICS. Tests conducted by Riverbank Acoustical Laboratories indicate that Structur- 


usually requires 16” to 20” in depth. Only Acoustic system with 214" slab provides Noise Reduction Coefficient of .80. Clean, corrugated 
5” deep, the Structur-Acoustic system saves underside of Structur-Acoustic reflects light, can be painted to matching color scheme. Hard 
11” to 15” in wall height, saves thousands of surface won't dent, stays attractive. Heat loss is kept to minimum with U factor in excess of 
dollars in materials and labor. 0.14. Firesafe system protects both building and contents, helps reduce owner insurance costs. 


A new combination of building materials, the Structur-Acoustic roof 


NEW STRUCTUR-ACOUSTIC — rrrotar than convettonal schol roots with similar features, Heart 
f the system is Structur-Acoustic—a galvanized, c ted, perforated 
DECK MAKES 5-INCH ROOF  Stcet sheet that weighs only 2 psf. Strong but lightweight, these high- 
tensile, tough-temper steel units are easy to handle and place, form a 


SYSTEM POSSIBLE firm structural deck for the ceiling-roof assembly. Entire system can 
be assembled by local labor—no bulky prefabricated assemblies to 
ship long distances at high freight rates. For schools, one-story offices, 

EASY TO ASSEMBLE, USES LOCAL LABOR factories, stores—wherever sound control is desirable. For more infor- 


mation, contact Granco home or district office, ATTN: Dept. P-711. 





Granco Products for any type of framing you specify a 


See our 
catalogs in 
Sweet's 9 
Architectural and 
Industrial Files 





GRANCO® STEEL PRODUCTS COMPANY 


A subsidiary of GRANITE CITY STEEL COMPANY 
6506 N. Broadway, St. Lovis 15, Mo. Executive Offices: Granite City, Ill. 



































DISTRICT OFFICES: St. Louis e Kansas City « Cincinnati Dallas « Chicago | Peticee 
Minneapolis « Atlanta ¢ Son Francise 
pavers quali aay ages CORRUFORM@® COFAR@® GRANCO  TUFCOR@®  STRUCTUR- 
Distributors in 80 principal cities ROOF DECK ACOUSTIC 
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ing a Glass Plastic Reinforced roof — 
a monolithic construction that will 
last indefinitely, be blister free and , 
have great strength versus a lay- 
ered, organic, relatively weak, ab- 


sorptive blistering roof. 
JOHN W. TAUSSIG, JR. 





best insurance 
Dear Editor: We have weighed all 
the angles (“How Do You Specify 
and Approve Paint Material?” by 
teal “ Harold J. Rosen, April 1957 P/A) 
rf and are of the opinion that the best 
insurance is to select or accept the 
Fre material recommendations of large, 
reputable paint manufacturers. In 
this way, the architect can be as- 
sured of quality products —and if 
any difficulty should arise, resulting 
in unsatisfactory performance, any 
reliable organization would co-oper- 
ate to the fullest extent to make cer- a. 
tain a thorough analysis of the 
trouble is made, to enable all parties 


to arrive at a common agreement. .@. 


R. H. HILL 

General Manager 
Transportation and Industrial 
Maintenance Sales 

The Sherwin-Williams Co. 
Cleveland, Ohio 





man and motion: 






The wonders of the future are still little whispers 
in men’s minds, or maybe — like Detroit Designer 
Norman James’ magnetically suspended inter-city train 
— a drawing on a piece of paper. Traveling in a vacuum 
in an air-tight tube, it floats in space, held by a system 
of magnets built into cars and tunnel. Propelled elec- 
trically by “rolled-out” motor, train acts as rotor, 
tunnel roof as stator. Converter aboard train changes 
light projected through windows into electrical energy. 

No one knows which ideas will flower into reality. 
But it will be important in the future, as it is now, to 
use the best of tools when pencil and paper translate 
a dream into a project. And then, as now, there will be 
no finer tool than Mars—sketch to working drawing. 

Mars has long been the standard of professionals. 
To the famous line of Mars-Technico push-button 
holders and leads, Mars-Lumograph pencils, and 
Tradition-Aquarell painting pencils, have recently been 
added these new products: the Mars Pocket-Technico 
for ficld use; the efficient Mars lead sharpener and 
“Draftsman’s” Pencil Sharpener with the adjustable 
point-length feature; and — last but not least — the 
Mars-Lumochrom, the new colored drafting pencil 
which offers revolutionary drafting advantages. The 
fact that it blueprints perfectly is just one of its many 
important features. 
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LUMOCHROM [380 German 
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new partners, associates 
GEORGE R. KENNADAY, GEOFFREY W. 
FAIRFAX, DON E. STOVER, new associ- 
ates in the firm of WURSTER, BERN- 
ARDI & EMMONS, Architects, 202 
Green, San Francisco, Calif. 


ROBERT KLIEGMAN, Architect, 8588 

Melrose Ave., Los Angeles, Calif. 

and, M. TONY SHERMAN, 1101 N. E. 

79 St., Miami, Fla., announce an 

association with consultations to be 5 FF 
arranged at either office. 


2886 € J.S.STAEDTLER 30 


2618 € v.S.STAEDTLER Dad MARS 





The 2886 Mars-lumograph drawing pencil, 19 
degrees, EXEXB to 9H. The 1001 Mars-Technico 
push-button lead holder. 1904 Mars-lLumograph 
imported leads, 18 degrees, EXB to 9H. Mars- 
lumochrom colored drafting pencil, 24 colors. 


1001 € J S STAEL TLER [ 





JOHN Vassos, Industrial Designer, 
has announced an association with 
T. H. YARDLEY, Architect, Stamford, 
Conn. 





2H 





JS. S TAEDTLER, INC. 


HACKENSACK, NEW JERSEY 
at all good engineering and drawing materia! suppliers (Continued on page 244) 
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e a specialized REES OCHS OFFSET PIVOT 


| for every door and jamb material or construction 


TOP PIVOTS 








INTERMEDIATE (side jamb) PIVOTS 








mm a ee ee ee ee ee ee ee ewe we ee ae 





Wiha 





Whether for standard construction or for bull 
nose type framing with both leaves mortised . . . 
or for door and jamb combinations in hollow 
metal, channel iron, kalamein or tubular steel 
that require the jamb or door leaf surface mounted 
or both leaves surface mounted... there is a 
RIXSON top and side jamb pivot designed and 
manufactured for the specific installation. 


You can specify RIXSON offset type closers or 
pivot sets for all entrance and interior doors. 





THE OSCAR C¢. COMPANY 


9100 w. belmont ave. * franklin park, ill. 
CANADIAN PLANT: 43 racine rood * rexdale, ontario 


write for complete 


fe description and templates 
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Assets to All Interiors 





i... a _ 


SIDE VIEW 


It Takes Both For MORE STRENGTH 
& PROTECTION IN MASONRY WALLS 


Blok-Joint is a cross-shaped rubber extrusion used 
to make control joints in masonry walls. No special 
blocks are required—no building paper and mortar 
fill is necessary. No cutting or sawing to be done. 
Blok-Joint is used with any standard metal window 
sash block. 








The secure interlock provided by Blok-Joint adds 
to the lateral stability of the wall. It allows for 
contraction and expansion while maintaining a 
firm joint. 


Blok-Joint is effective in single block walls, with 
brick and block backup and at pilasters and 
columns. 


The big advantage you get with Blok-Mesh is the 
exclusive ‘“‘Deep-Grip” swedging. It allows the 
mortar to get a real bite on the reinforcing yet 
requires no more area in joint than other types of 
superficial deforming. 


Blok-Mesh is designed to eliminate cracks above 
lintels and below sills. It minimizes ordinary 
shrinkage cracks. Notice in the illustration how 
the “Deep-Grip” swedging of Blok-Mesh is large, 
deep and well-defined to form effective dovetailing. 


Write for FREE Blok-Joint sample 
and literature on Carter-Waters 2-point better masonry wall design. 
For Further information See 
2-c 
Car Howard Miller Clock Co. 


pat ae woe = 2440 Pennway, Dept. PA, Kansas City, Mo 


Construction File 


Progressive Architecture 
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/nteriors with sales appeal have wal/-to-wa// Honeylite. 
There’s a big reason why two major transportation companies in 


one month have chosen Honeylite for their important Manhattan ticket sales 


offices. The reason is customers like a Honeylite atmosphere and buy! (Employees 
like Honeylite, too, and make fewer errors because their eyes are fresh and rested al/ day /ong.) 
Why does the public like a Honeylite ceiling so much? Well, first of all, Honeylite is always spotlessly clean. Dust 
and dirt just fall through—can't stick to Honeylite because it's non-static. Honeylite rooms have a cool and airy 
feeling. Overhead air-conditioning systems are actually made more efficient by the thousands of /ittle hexagona/ 
“wind tunnels” in each square foot of Honeylite...(yet these unsightly utility systems are obscured). And, of course, 
Honeylite casts a completely glare-free flattering light—with nearly perfect efficiency. 


See our Catalog in Sweet's file tia/He 


HOoOonNLE YLITE: 


LIGHT-DIFFUSING ALUMINUM HONEYCOMB 
A DEVELOPMENT OF HEXCEL PRODUCTS INC 


9S5!1-6iST STREET. CAKLAND B. CALIFORNIA 



























POST-OFFICE 


SECURITY 
for 


Any Building 


CORBIN 


Letter Boxes 
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You get the same sturdy construc- 
tion that qualifies CORBIN Letter 
Boxes for post office use, when 
you specify them for other build- 
ings. The only difference is ap- 
pearance ... richer, more distinc- 
tive designs that blend with any 
modern interior. You get modern 
efficiency, too! For example, the 
Key Type can be set to the key 
system of the building so that one 
key opens entrance door, letter 
box, and apartment. It’s an “op- 
tional” that pays off in client 
satisfaction. 

CORBIN Letter Boxes are avail- 
able as Key, Latch, or Dial types; 
in complete, assembled sections, 
ready for service. Specify them for 
all commercial, apartment, and 
institutional buildings. For full 
specifications and typical installa- 
tions, write for Catalog WP 25. 


CORBIN Wood Products Division, Dept. PO 
The American Hardware Corporation 
Hornell, New York 


Please send me Catalog WP 25 
NAME 





notices 





(Continued from page 240) 


IRVING E. GERSHON, Chief Designer, 
HARRY J. HARMAN, Charge-of-Plan- 
ning, ESTELLE BEAL, Executive Sec- 
retary, named Partners; and VICTOR 
J. GORLACH, new Associate of EMERY 
RotH & SONS, 575 Madison Ave., 
New York 22, N. Y. 











T. PAUL DWYER and BILL M. KITE 
have formed partnership at 15 W. 
10 St., Kansas City, Mo. Firm will 
be known as Dwyer & KITE, Con- 
sulting Engineers. 


Davi F. M. Topp and RICHARD W. 
SNIBBE, Architects, have become 
partners in the firm of WILLIAM F. 
R. BALLARD, Architect, 123 E. 77 St., 
New York 21, N. Y. Firm will be 
known as BALLARD, Topp & SNIBBE. 


WILLARD D. JOHNSON, Architect, has 
become a partner in firm of LONERS 
& STROEBE. New firm name to be 
LONERS, STROEBE & JOHNSON, 418 
North 25 St., Billings, Mont. 


W. Ray MERCER, new Associate 
Architect with W. D. HARPER & 
Sons, 327 W. Palmetto St., Florence, 
S. C. 


ASA HANAMOTO and DAvip R. MAYES 
are new Limited Partners of ECKBOo, 
ROYSTON & WILLIAMS, Landscape 
Architects-Planning Consultants, San 
Francisco and Los Angeles, Calif. 


MARIO CAMPIOLI, Architect, now head 
of Washington office of Dewitt, Poor 
& SHELTON, Architects, will become 
an Associate of ALFRED EASTON 
Poor, New York, N. Y. 


CHARLES C, CAMPBELL, Engineer and 
ROBERT B. JARVIS, Architect, have 
been named Associates of firm of 
MARSHALL & BROWN, Architects-En- 


gineers, Kansas City, Mo. 


ROBERT GEORGE MUNCASTER, an- 
nounces the association of NORBERT 
WELS PIEPER as partner. Firm name 
will be MUNCASTER & PIEPER, Archi- 
tects, 75 Malaga Cove Plaza, Palos 
Verdes Estates, Calif. 





A.LA. FILE NO, 26-A-9 


Let’s take a new look 
at fiberglas panels... 











There IS 
a difference! 


Versatility of translucent 
fiberglas panels makes it 
possible for architects 
to use them in literally 
hundrers of different 
design treatments. There- 
fore, specific test data may 
not be available for design 
ideas you have in mind. 
Alsynite offers you full 
research service, with 
facilities to answer your 
questions. Alsynite’s engi- 
neering staff is prepared 
to help you on all questions 
regarding physical charac- 
teristics of fiberglas panels, 
and on any specific 
installation problem. Write 
today for assistance-— 


there’s no obligation. 


Hlsyille 


NT FIBERGLAS PANEL 


WRITE FOR SPECIFICATIONS —NO 
COST OR OBLIGATION 


ALSYNITE Co. OF AMERICA 


Dept. P-8, San Diego 9, Calif. 


COPR. 1957 4. SYNITE CO. OF AMERICA 














THE CHOICE OF 
PROFESSIONAL MEN 
EVERYWHERE 


Here are the Latest Products 


of KOH-I'NOOR Research... 


the KOH-1-NOOR apapto-cuutcH 
DRAFTING LEAD HOLDER No. 5617 
WITH THE NEW C—Ue- INDICATOR 


No more wondering what degree 
of lead you have in your holders... 
just dial the lead you have inserted! 
The indicator can be set to any one 
of the 17 degrees of Koh-l-Noor 
Drawing Leads. 
The New KOH-1-NOOREjec- 
tomatic"Lead Dispenser 
All 17 degrees of No. 2200-1 Koh- 
I-Noor (Imported) Drawing Leads 
are now packaged in this new 
automatic dispenser. This clever 
device permits the user to inject 
the lead into the holder without 
touching the lead! The transpar- 
ent box permits visual contro! 
of remaining lead supply. 
Keeps hand and drawings 
clean, saving time and 
money. 















Rapidograph 
Non-Clogging 
“ = nal’? . 
Technical” Fountain Pen 
in four precision line widths 
#0 Extra-Fine #2 Medium 
#1 Fine #3 Broad 
Almost as easy to use as a pencil! 
Excellent for tracing, inking-in, 
lettering, and anything requiring 
reproduction. Uses either india ink 
or regular fountain pen inks. 
Look on the drawing board of any 
successful professional man and 
you will always find Koh-I-Noor 


represented .. . the choice of per- 
fectionists in all professions. 


KOH-I-NOOR PENCIL COMPANY 


YEW JERSEY 

















notices 





p/a congratulates... 
EDWARD B. MOEBUS, and SAMUEL B. 
ROBERTS, newly elected Vice-Presi- 
dents of LocKwoop GREENE ENGI- 
NEERS, INC., 41 E. 42 St., New York 
LT, Wes 2 


GEORGE A. COONEY, Special Consul- 
tant on Production in the firm of 
CHARLES C, ZOLLMAN & ASSOCIATES, 
3605 Chapel Rd., Newtown Sq., Pa. 


Louis E. NEWMAN, named President 


of A. L. SmitH IRON Co., Chelsea, 
Mass. 
S. J. McCartuy, recently elected 


Vice-President of CLAD-REx COoRP., 
Denver, Colo. 


JOHN Fepick, new Advertising Man- 
ager of CALDWELL MANUFACTURING 
Co., 64 Commercial St., Rochester 14, 
N. Y. 

JAMES W. HERRON, named General 
Sales Manager of H. H. ROBERTSON 
COMPANY, Pittsburgh, Pa. Also 
elected were ROBERT FINLAYSON to 
Product Manager for Q-Floor, and 
DONALD HAVLISH to Product Mana- 
ger for Ventilators. 


JOHN M. HEAVEY, appointed Archi- 
tectural Representative in the Phila- 
delphia District, and Woop- 
WARD J. BRUNER in the Cincinnati 
District for KAISER ALUMINUM & 
CHEMICAL SALES, INC. 


Sales 


F. A. LOEBACK, Manager of Archi- 
tectural Sales, KAISER ALUMINUM & 
CHEMICAL SALES, INc., Oakland, 
Calif., appointed to head committee 
to investigate methods for distrib- 
uting curtain wall data. 


DONALD H. UFFINGER, named General 
Manager, and WILLIAM E. 
NEWMAN, new Contract Sales Man- 
ager of KENTILE, INC. Plants located 
in Brooklyn, N. Y., Chicago, IIl., 
South Plainfield, N. J. 


Sales 


R. A. Biccs, and R. L. VROOME, 
named Managers of the Market Re- 
search Division, Sales Department of 
ELECTRO METALLURGICAL COMPANY, 
Division of UNION CARBIDE CORP. 


"USE AS JOIST 


HANGERS 


Eliminate Notching — Ledger Strips 
— Strap Hangers — Shimming — 


Floor and Ceiling Joists are Leveled 
one size fits joints from 
Fat wor a 


USE FOR ROOF 
FRAMING 


Securely anchors rafters to plate— 
Ties roofs down against uplifting 
winds—Automatically spaces trusses 
——Eliminates toe nailing. 
FRAMING WITH TRIP-L-GRIPS IS 
ECONOMICAL - EASY - ACCURATE 


Send for Free Booklets. Descriptive 
and technical data on the uses of 
Trip-l-Grips as joist hangers and 
for roof framing. 


TIMBER ENGINEERING COMPANY * 
1319 18th Street, N.W : 
Washington 6, D. C. PA-S74 . 
Please send me Free copy of booklets § 
‘Architects Aids for Better Homes and . 
Other Wood Construction” and “Trip-t- 
Grip Framing Anchors as Joist Hangers.” & 
e 
Name : 
Firm : 
* 
Address a 
© 
City, Zone, State ° 










SWiicee. 


August 1957 
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p/a jobs and men 





situations open 


ARCHITECTS & ARCHITECTURAL DRAFTSMEN 

housing, industrial buildings and buildings 
for utilities. State age, education, experience, 
salary required, when could report. Location 
eastern New York. Box 532, PROGRESSIVE 
ARCHITECTURE 





ARCHITECT FOR PUBLIC RELATIONS—and 
client contact. East Coast organization ex- 
panding in broad and challenging field 
needs men of good appearance, able to sell 
themselves to represent firm's interests with 
top-flight clients. Compensation in this posi- 
tion is unusual for men with real ability. 
Send resume to Box 533, PROGRESSIVE 
ARCHITECTURE 





ARCHITECTURAL DESIGNERS AND DRAFTSMEN 
—excellent opportunity for permanent affiia- 
tion with long-established but progressive 
architectural firm specializing in contempo 
rary architecture, with emphasis on school 
design. Growing backlog assures long-range 
program. Prefer college men with several 
years experience. Unusually congenial work 
ing conditions and associates. Completely 
modern offices with air-conditioning. Group 
hospitalization, salary continuance plan and 
other benefits. Wéill assist in relocating 


Please send resume of education and experi- 
ence, 
ability, 


requirements and avail- 
and references. The 


stating salary 
also snapshot 













to deck level. 


A trench surrounding 


drains waste, 
grille. 


of skimmer trenches. 


Ladders and steps, 
cause of accidents, 


roll onto the deck. 


For details, write: 


General Sales Office 
5281 AVERY AVE., 


Advertising Rates 


Standard charge for each unit is Five Dol- 
lars, with a maximum of 50 words. In 
counting words, your complete address (any 
address) counts as five words, a box number 
as three words. Two units may be pur- 
chased for ten dollars, with a maximum of 
100 words. Check or money order should 
accompany advertisement and be mailed to 
Jobs and Men, c/o Progressive Architecture, 
430 Park Avenue, New York 22, N. Y. 
Insertions will be accepted not later than the 
lst of the month preceding publication. Box 
number replies should be addressed as noted 
above with the box number placed in lower 
left hand corner of envelope. 











wi “ADDERS 


The Boosey water level deck drain 
allows a swimming pool to be filled 
This is more sanitary. 
There are no overflow gutters. 

the pool, 
overflow, and splash. 
Trench is covered by slip-resistant 
Water level is regulated by 
weir plates set in the pool side face 


frequently the 
are eliminated. 
Swimmers and non-swimmers just 


NORMAN BOOSEY MFG., CO. 


DETROIT 8, MICH. 








BOOSEY 











Firm of Edmund Geo. Good, Jr., Registered 





Architects, 904 North Second Street, Harris 
burg, Pa. 

ARCHITECTURAL DRAFTSMEN—with experi- 
ence for work on commercial, institutional 


and industrial work. Recent graduates in 
architecture considered. Send complete resume 
of training and experience and salary ex- 
pected to J. N. Pease and Company, Engi 
neers-Architects, Post Office Box 10336, 
Charlotte, North Carolina. 





SMALL, GRrowING—North Carolina architec 
tural firm doing institutional and educational 
work needs two capable young engineers 
(structural and mechanical) to grow with 
organization. Can lead to associateship and 
eventual partnership. Box 534, PROGRESSIVE 
ARCHITECTURE. 








aggressive 
opportunity 
for consulting engineers with an established 
firm in eastern United States. Living condi- 


WE 
engineers. 


ARE SEEKING—competent, 
This is an unusual 


tions are excellent, employment is steady 
with fine working conditions. Positions are 
available for qualified men in the heating, 
air conditioning and sanitary fields. Box 535, 
PROGRESSIVE ARCHITECTURE. 





APPOINTMENT—in dimensional 
design and studio work at Birmingham 
School of Architecture, Birmingham, Eng- 
land. For the past two years this School of 
Architecture has had on its staff a graduate 
architect who has been researching into di- 
mensional coordination. This work has 
largely been carried out on actual building 
projects undertaken by the School, and 
done in collaboration with the British Build- 
ing Research Station and with the British 
Standards Institute. The Birmingham School 
of Architecture, which is one of the leading 
schools in the country, is within the juris- 
diction of the City of Birmingham. The 
appointment of a research worker which is 
for one year's duration, but which may be 
extended for a further year, is now adver- 
tised. The salary scale is: Men £475 x £25 
= £900 (Women £430 x £20 = £720) 
plus equal pay increments. In fixing the 
commencing salary up to twelve increments 
may be allowed for approved professional 
experience. Anyone who is interested should 
send details as soon as possible about them- 


RESEARCH 


(Continued on page 248) 





A Practical 








’ six years. 





ARCHITECTURAL ENGINEERING 
Course 


Prepares Architects and Draftsmen 


STATE BOARD EXAMINATIONS 


For many this is the most difficult section of the examinations. 
Qualifies for designing structures in wood, concrete or steel. 
Successfully conducted for the past twenty-two years. 

complete Structural Engineering course well known for forty- 


Literature without obligation—write TODAY 
WILSON ENGINEERING CORPORATION 


College House Offices 
CAMBRIDGE, MASSACHUSETTS, U. S. A. 





(HOME STUDY) by Mail Only 


for structural portion of 





Harvard Square 














Architectural Practice—Revised Edition 


This comprehensive book covers the pr 
pects of archit 


by Clinton H. Cowgill ond here John Small 
ft and 
" pont a for profes- 





ctural practi 





legal 


and the like 





Dept. 





sional services are traced in minutest detail from the day the client 
arrives to the last payment for work performed The social and 
economic implications of contemporary practice are translated in 
terms of ready-to-use forms, guides, advice, graphic illustrations, 
Accounting procedures, 
almost every procedural form an architect requires for his prec- 
tice, agreements of every nature, specifications, 
bond requirements are all presented in orderly sequence. 


Send for a copy on approval 
REINHOLD PUBLISHING CORPORATION 


X-54, 430 Park Ave. 


bookkeeping systems, 
insurance and 


430 pages, 9 x 12, illustrated, $12.00 


New York 22, N. Y. 
































FRANCHISEES 
in the United States and Canada 


COLORADO 

persolite products, inc., 1245 osage street, 
denver 3, colorado - 

telephone: ocomo 2-6!!! 

FLORIDA 

cirlite processing corporation of florida, 
building no. 9, air base, vero beach, florid - 
telephone: 3518 

GEORGIA 

southern insulation company 

p. ©. box 2082, atlonta |, georgia 
HLINOIS 

ryolex corporation, 310 east brodley street 
chompaign, illinois —telephone: 6-4234 
silbrico corporation, 590! west 66th street 
chicago 38, illinois - 

telephone: relionce 5-3322 

INDIANA 

airlite processing corporation, scottsburg, 
indiana (office), vienna, indiana (plont) — 
telephone: plazo |-5538 and plazo | -887! 
MASSACHUSETTS 

the whittemore company, 35 harrison street 
roslindale 31 (boston), massachusetts - 
telephone: fairview 3-6020 

MICHIGAN 

gregg products company, 646 chestnut street 
s. w., grand rapids, michigan — 

telephone: glendole 4-5322 

MINNESOTA 

minnesota perlite corporation, 315 west 86th 
street, minneapolis 20, minnesota — 


telephone: south 1.8924 Two Years Use has Proved DO YOU HAVE 


MISSOURI 

i. . brouk ond company, 1367 south the Value of this Volume YOUR COPY ? 
kingshighwoy bivd., st. lovis 10, missouri — 

telephone: jefferson 3-9022 

NEW JERSEY 

certified industrial products, inc., 

1344 liberty ovenve, hillside, new jersey — 

telephone: murdock 8-192! 

NEW YORK ° 

certified industrial products, inc., More than two years of use in the hands of thou- 
1344 liber v , hillside, new - . ° 

a sands of architects and engineers has shown both 
buffalo perlite corporation, 100 sugg rood the authoritative nature of this manual’s contents 


(cheektow }, buffalo 25, new york — ° . . . 
——«—_=° and the ease of its application to the job on the 


NORTH CAROLINA board. And no one knows how many thousands of 

carolina perlite compony, p. o. box 158 s . . - 7 

atten, elt dendinne hours of tedious work it has sav ed the men who are 

telephone: 3986 using this handbook in their daily work! 

OHIO 

indoken perlite company, 5300 vine street, ' : - 
cincinnati 17, ohio—telephone: avon 9946 Here, gathered together for the first time, is 
COONEEA everything you need for the design and specification of 


pennsylvonio perlite corporation, 


p. ©. box 694, allentown, pennsylvania — lightweight insulating concrete in open-web roof deck con- 
telephone: congress 4-289! ° a . : " 

‘ : struction—clear drawings of different roof types, with full 
perlite manufacturing company, p. o. box 478 : ze 
arch street extension, carnegie, pennsylvania — data on different types of suspended ceilings — all spelled 


lephone: walnut 1-9200 (pittsb h) ° . 
pon ae ext out in factual tables. 218 pages of facts, figures and specifi- 


perlite of houston, inc., 3010 dixie drive (office), cation forms, quick and easy to use, give you complete 


502 f ven lont), houston, texos— . ° ~—— ° . . 
daliine Sockeon 6-2243 i ai information on joist spacings, materials, weight, strengths, 


texas lightweight products company, “K” factors of every slab thickness in every mix, together 
117 north britain rood, irving, texas — . ‘ : 

telephone: 2.8181 tieving) randolph 5354 (dollos) with “U” factors for the completed roof both with and 
VIRGINIA without each type of ceiling. And all this information is 
virgini clit . tion box 687, ° . 

so pene gga a «Seige job-tested, job-proven ! 
telephone: cedor 9-4172 and cedar 9-2676 


WISCONSIN , aa - 
eden taiinaeciabiiguatieitn cxngensiian, If you don’t as yet have your copy, get in touch with 


3101 west mill road, milwovkee 9, wisconsin your nearest Permalite franchisee ... Ais address is 


telephone: flagstone 1-9050 

CANADA 

western perlite compony, itd., 429 Sist ove.,s.¢ 
calgory, alberta, conoda 


telephone: 3-2357, 3-6651 PERLITE DIVISION, GREAT LAKES CARBON CORP. 


perlite products, itd., 500 raleigh street, 
winnipeg, manitobo, conado — telephone: 50-2521 PERMALITE INTERNATIONAL SALES CORP 


SALES AGENT 


in the column on the left. 


perlite industries, reg'd., 500 canal bonk, 
ville st. pierre, quebec, conade — 


telephone: walnut 7098 612 SOUTH FLOWER STREET., LOS ANGELES 17, CALIFORNIA 


August 1957 
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p/a jobs and men 


(Continued from page 246) 





selves to: Mr. Walter A. Taylor, A.LA., 
Director of Department of Education & Re- 
search, The American Institute of Architects, 
1735 New York Avenue, N.W., Washington 
6, D. ¢ 





situations wanted 


ARCHITECT—registered, 35, married with 
family, experienced in general practice and 
all phases of design. Desire relocation in 
Colorado or western states with firm doing 
good contemporary work, with opportunity 





for associateship or partnership. Box 536, 
PROGRESSIVE ARCHITECTURE. 
ARCHITECT—registered Arizona and _ else- 


where desires to relocate in Arizona as asso- 
ciate with established firm desiring services 
of architect well versed in modern design 
and capable of project management. B.Arch., 
M.Arch., age 35, family, 10 years experi- 
ence, outstanding references, presently em- 
ployed in position of responsibility. Box 537, 
PROGRESSIVE ARCHITECTURE. 





ARCHITECT—registered Illinois, by examina- 
tion. B.Arch. Liverpool University, England. 
20 years architectural experience in all phases 
architecture. Can handle any 
from start to completion. Desire 
position with architectural firm 
immaterial. Age 44. Married, 3 


in general 
project 

associate 
Location 


children. 
TURE. 


Box 538, PROGRESSIVE ARCHITEC- 





ARCHITECT—seeking organization in need 
of top executive capable of earning $15- 
$20,000. At present performing all architec- 
tural services in an efficient, thorough man- 
ner. Box 539, PROGRESSIVE ARCHITECTURE. 





ARCHITECTURAL DESIGNER—CHIEF DRAFTS- 
MAN—currently employed. 20 years experi- 
ence including 5 years Bach. of Arch. plus 
additional year for Bach. of Arch. Engineer- 
ing. 11 years with architectural firms and 
3 years structural firms. Comprehensive ex- 
perience in institutional, commercial and 
industrial design with high calibre firms 
doing contemporary work. Box 540, Pro- 
GRESSIVE ARCHITECTURE 





Position As DRAFTSMAN—in architectural 
office. Veteran, married, graduate of Wash 
ington University (St. Louis) in 1954. Prefer 
midwest, south or southwest but will con- 
sider other areas. For further information 
write Box 541, PROGRESSIVE ARCHITECTURE. 





STRUCTURAL ENGINEER—50; giving up in- 
terest as senior partner of firm of consul- 
tants to architects. Have employed 8 to 20 
men and handled projects ranging from 
$5,000 to $15,000,000. Will consider relo- 
cation to southeast, southwest or northeast 
Exchanges preliminary to arranging personal 
meeting appreciated. Box 542, PROGRESSIVE 
ARCHITECTURE. 





DESIGN AND CONSTRUCTION—company ex- 
ecutive seeking position with firm in south 
or southwest. Experience in architecture, de 





sign, building and organization with own 





company and others for twelve years. Box 

543, PROGRESSIVE ARCHITECTURE 
iscellaneous 

ARCHITECTURAL & DESIGN PERSONNEL 


AGENCY—a personalized placement service 
for top-level architects, designers, engineers, 
draftsmen, estimators, and interior designers; 
selective contacts arranged in a confidential 
and professional manner. Interviews by ap- 
pointment, 58 Park Avenue, New York, 
MUrray Hill 3-2523. 





CAREER BUILDERS PLACEMENT SERVICE—for 
Architects, Architectural Designers, Interior 
Designers, Industrial Designers, Draftsmen 
and Office Personnel. Interviews by appoint- 
ment. PLaza 7-6385, 35 West 53rd Street, 
New York 19, N. Y 





HELEN HUTCHINS PERSONNEL AGENCY— 
Specialist Architectural, Industrial, Interior, 
Design; Decorative Arts and Trades; Home 
Furnishings Field. Architects, Designers, 
Draftsmen, Administrative Personnel. Inter- 
views by appointment. 767 Lexington Ave., 
New York 21, N. Y. TE 8 3070 





INTERIOR DECORATION HOME StuDY—An- 
nouncing new home study course in Interior 
Decoration. For professional or personal use. 
Fine field for men and women. Practical 
basic training. Approved supervising method. 
Low tuition. Easy payments. Free booklet. 
Chicago School of Interior Decoration, 835 
Diversey Parkway, Dept. 304C, Chicago 14, 
Ill 
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for the critical 
lighting professional 


Modular Sightron, in 4’ and 
8’ modules, creates an un- 
broken line of light for 
office, school and hospital 
corridors and utility areas. 
Complete specifications on 


LIGHTOLIER 


ARCHITECTURAL LIGHTING 
JERSEY CITY 5, NEW JERSEY Ee 
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to a pioneer designer, teacher, leader 


Only by eeinally or this mares 3 
appreciate genius ropius the immense his 
work. Don't fail to order your copy NOW for Free Examine. 


REINHOLD PUBLISHING CORPORATION 


Dept. 5207, 430 Park Avenue, New York 22, N. Y. 








A fitting tribute 
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Milcor Super-Ex assures 
corners that are 


straight as a plumb line! 


No other corner bead combines 
plumb-line straightness and 

a strong plaster key like Milcor 
Super-Ex does. This is because 
Super-Ex combines the rigidity 
of a solid flange with the added 
plaster reinforcement of an 
expanded metal wing. 


Super-Ex’s special design 
makes it simple to align — par- 
ticularly on irregular surfaces, 
for reduced installation time and 
costs. This design also provides 
greater depth of plaster adjacent 
to the bead. 


See Sweet’s File, Catalog 
12a/In. It gives you complete 
information on Super-Ex and 
other Milcor metal-lath products. 


MitCOR SUPER-EX CORNER 
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“difficult” 
acoustical 
problems 


solved 


Seen 


says Martin Guttman, 
New Jersey 
Architect 













Reputations 


in the Building Trade, 


Like Masonry Walls, “7QNOLITE ACOUSTICAL” 


Rely on makes big difference in Sound- 


EP ag 
Dun-O-wal. Conditioning, Fire Safety and Beauty! 


This is ““The Nassau” 
for strength! ; atmospl 










new atmospheric res- 
taurant honoring Prince- 
ton University. The 
tough “curb” ceiling— 
something you don’t see 
very often—went on 
beautifully, says Archi- 
tect Guttman. He’s highly 
pleased that he selected 
Zonolite Acoustical Plas- 
tic for this difficult sound- 
conditioning job. 

Avoid the tireless repeti- 
tion of patterned ceilings 
and achieve sound-condi- 
tioning plus 100% fire 
safety with Zonolite 
Acoustical Plastic. 

ANOTHER PLUS: Zonolite 
is being machine applied 
in buildings coast to 
coast, speeding jobs to 
completion sooner ...sav- 
ing time, labor, money. 


f > nee pa 
- - 
it Um rt wal. Send for FREE BOOKLET on Machine-Placed Zonolite 






Throughout the nation leaders in the building industry 
are depending increasingly on Dur-O-waL, the masonry 
reinforcement of proven performance. This high quality 
custom-fabricated reinforcement sets the standard for the 
world 









Masons prefer Dur-O-waL because its butt-welded rods 
lie straight and flat in tight mortar joints. Architects 
specify it because Dur-O-waL has more pounds of steel per 
foot and double mortar locks to assure permanent walls of 
flawless beauty. Safeguard your reputation for sound judg 
ment by insisting on the finest. Accept no substitutes 
Choose Dur-O-waL . . . available everywhere. 










TRUSSED DESIGN 
BUTT WELD DEFORMED RODS 



























Zonolite Company, Dept. PA-87 
135 S. LaSalle St., Chicago 3, Ili. 


Please send your new booklet PA-29 
describing cost-cutting uses of Zonolite 
Acoustical Plastic and illustrating actual 
current applications. 











RIGID BACKBONE OF STEEL 
FOR EVERY MASONRY WALL 


Dur-O-wal Div., Cedar Rapids Block Co., CEDAR RAPIDS, 1A. Dur-O-wal Proa., 
Inc., Box 628, SYRACUSE, N.Y. Dur-O-wal of I/!., 119 N. River St., AURORA, ILL. 








Dur-O-wal Prod. of Ala., Inc., Box 5446, BIRMINGHAM, ALA. Dur-O-wol ame 
Prod., Inc., 4500 E. Lombard St., BALTIMORE, MD, Dur-O-wal Div., Frontier Mfg Address 
Co., Box 49, PHOENIX, ARIZ. Dur-O-wal, Inc., 165 Utch St., TOLEDO, OHIO City Zone State 
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Quickly erected, factory-built 
refractory Van-Packer Stack gives 
economy, permanence, efficiency 


The Van-Packer Stack is quickly and simply erected. Its 
cylindrical 3-foot long sections are cemented one on top of 
another with acidproof, high-temperature cement and se- 
cured with aluminum drawbands. Sections are centrifugally- 
cast of refractory material, encased with an aluminum jacket. 

On the average, initial costs of the Van-Packer Stack are 
2/3rds less than brick, ' less than tile-lined concrete block, 
about the same as steel. Upkeep costs on the Van-Packer 
Stack are eliminated by its aluminum jacket. 

Non-corroding refractory sections provide masonry per- 
manence, last 3 times longer than steel (average). Because 
the insulated sections prevent excessive heat loss thru stack 
walls, the Van-Packer provides more draft than a com- 
parable steel stack, about the same draft as a comparable 
brick stack. 

Van-Packer offers two types of sections — STANDARD 
for furnaces and boilers, HI-TEMP for incinerators. Stack 


sections come in 7 diameters from 10” I.D. to 30” LD. to 


meet your requirements. 

Available nationwide thru Van-Packer heating and 
building material jobbers and manufacturers representa- 
tives. See “Chimneys—Prefabricated” in Yellow pages, or 
write Van-Packer. 


Send for 80-page data file with guying, 
 S [oweer's installation method, test reports 


Syan-Packer ruarasnicareo Ota ol 


Van-Packer Company * Division of The Flintkote Company 
P. O. Box No. 306 * Bettendorf, lowa * Phone: 5-2621 
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for Want of an Expert 


ACOUSTICS 
for the architect 


By Harold Burris-Meyer and Lewis S. Goodfriend 


is a handbook full of up-to-the-minute information and more 
than 100 easily understandable charts, tables and checklists 
—many of them with new material presented for the first time 
—making it possible for you to plan accurately acoustics and 
noise control in the structures you design. 


Acoustics constitutes one of the essential determining fac- 
tors in all architectural projects where comfort and auditory 
communication must be satisfied. The architect is faced with 
an impressive array of acoustical problems which have often 
been left to chance because of budgetary limitations. Now 
with this new handbook you can plan accurately right in 
your own office. 

Follows the Architect's Planning Procedure 

To make it easy, the book shows the step-by-step procedure necessary 
to make acoustics an integral part of the architectural design: what 


acoustical information is needed prior to planning; the acoustical com- 
putations which are part of acoustical design procedure. 


Uses Graphs Rather than Formulas 
The chapter devoted to Acoustical Design Procedure 





Don’t Let the Acoustics Suffer 
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is invaluable in reconciling acoustical and other ele- 
ments of design for even the most demanding situa- 
tions: Concert Halls, Coliseums, Theatres, Hospitals, 
Schools, Churches, Factories, Hotels, Motels, Office 
and Office Buildings, Restaurants, Night Clubs, TV 
and Radio Studios, Terminals. 
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acoustical problems may exist. Where acoustical con- 
ditions need to be considered at a particular stage in 
design, the box in the check list is open; and where 
they do not need to be considered, the box is blocked out. 
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HAROLD BURRIS-MEYER, a pioneer in applied psycho- 





acoustics, is a consultant on Acoustics in Washington. 








He was formerly Professor and Director of Research 











in Sound at Stevens Institute of Technology. He de- 
veloped Synthea, a device for controlling acoustical 
conditions on the concert and opera stage, conducted 
the first definitive studies of music in industry, and 
developed the first complete control of sound in the 
theatre. 

LEWIS S. GOODFRIEND is a Professional Engineer. He is also Editor of 1 
Noise Control and former Editor of the Journal of the Audio Engineer- | 
ing Society. Mr. Goodfriend has designed and developed miniature \ 
electronic amplifiers for military applications; tape-recording electronic 
complements; noise suppression equipment; and special devices for ! 
analysis of acoustical conditions of rooms. I 
Send No Money an 
See for yourself how this excellent handbook can make your design -3] 
more effective as well as save you money. Simply mail the coupon and al 
we'll send it to you for FREE EXAMINATION. If you don’t find it 
useful return it within 10 days and forget the matter. Otherwise keep i 
it as your consultant for better acoustics—and pay only $10.00 plus 
postage as payment in full. Mail Coupon to REINHOLD PUBLISHING cor- % 
PORATION, 430 Park Avenue, New York, N. Y. In Canada: BURNS & 
MAC EACHERN, 12 Grenville St., Toronto 3, Canada. 




















To your Bookseller or 

REINHOLD PUBLISHING CORPORATION 

430 Park Avenue, Dept. 5217, New York 22, N.Y. 
Please send me—for FREE Examination—ACOUSTICS FOR 
THE ARCHITECT. Uniess completely satisfied | will re- 
turn it within 10 days, pay O00 of and owe nothing. 
Otherwise | will send only $10.00 pius postage charges 
as payment in full. 










NAME 





ADDRESS 





city ZONE 


SAVE POSTAGE CHARGES! Check here if you enclose 
$10.00 with this coupon. No cash. Check or money order 
only. Same 10 day return privilege. Money back if not 
delighted. (N. Y. City residents, add 3% sales tax) 
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PS. 


The Editors of P/A believe strongly 
in the need for maintaining ethical profes- 
sional standards in the practice of archi- 
The Standards of Professional 
Practice of ALA have been a useful guide 
in this area, pointing the difficult road 
between unrestricted, competitive busi- 
ness practices and an unrealistic with- 
from the commercial world in 
which architecture must be practiced. 
However, the understanding of ethical 
practice has apparently been confused 
rather than clarified by several recent 
rulings by the Board of AIA, Last year 
we pointed to the widening of the gen- 
erally accepted restriction against paid 
advertising by the ruling prohibiting pic- 
tures of the architect (but not names or 
illustrations of his work) in advertising 
paid for by others. Now the definition of 
paid advertising has been further ex- 
tended by a recent resolution adopted by 
the Board at its pre-Convention meeting. 
Although you may have seen it published 
in a recent MEMO, we repeat it here for 
your information: 


tecture, 


drawal 


“Whereas, the existing Mandatory Rule 
of the Institute prohibits the use by an 
architect of paid advertising and 
“Whereas, the indiscriminate distribution 
of brochures, reprints, etc, is considered 
to be paid direct advertising and as such 
is damaging to the status of the profes- 
sion, and 

“Whereas, there is need for more ac- 
curately defining such paid advertising, 
therefore, be it 

“RESOLVED that paid advertising, as 
referred to in Rule 12 of Part Il, Manda- 
tory Standards AIA Document 330, is de- 
fined as any form of paid announcement 
or printed material in the public press or 
circulated indiscriminately by an archi- 
tect to the public or a segment thereof, 
intended to aid directly or indirectly in 
securing actual commissions for that 
architect, with the following exceptions: 
“Brochures containing factual information 
concerning an architect’s work; reprints 
made at the architect’s expense, or in 
his behalf, of items in the public press; 
and announcements, reports, analyses, and 
descriptive data relating to an architect’s 
work shall not be considered to be paid 
advertising, provided their direct distribu- 
tion by the architect is limited to persons 
with whom the architect has had previ- 
ous professional or personal contact.” 





The underlining is AIA’s. The Board 
adopted this resolution as a result of a 
report from a Special Committee on Fees, 
Advertising and Solicitation, composed of 
the following members: Secretary Edward 
L. Wilson, chairman; 2nd Vice-President 
Philip Will, Jr.; Kenneth E. Wisch- 
meyer; Allan H, Neal; Nelson Smith, 


Since reading this report, | have talked 
about it to perhaps a dozen respected 
AIA members—several of them Fellows 
of the Institute. Almost all of them are 
now disobeying the new interpretation by 
making reprints of published material 
and/or brochures describing the work of 
the office, available to others than “previ- 
ous professional or personal” contacts— 
and all those who are, say they intend to 
continue. Among those | have talked to 

-those who do and those who don’t— 
only one felt that the new ruling was 
reasonable, and he said frankly that he 
“resented the fact that he had no pub- 
lished work to distribute.” His is not an 
ethical objection; it is competitive busi- 
ness jealousy. 

It might be well at this point to re- 
examine the reasons for ethical injunc- 
tions, These are well stated in the AIA 
report, The Architect at Mid Century: 
“As long as the relationship between in- 
dividual practitioners (in any profession) 
remains at the level of ruthless unbridled 
competition, low quality tends to drive out 
high, and unsuspecting clients discover 
too late the penalties of cut-rate service 

. codes of professional behaviour, far 
from being idle pretenses, become funda- 
mental aids to social utility.” The archi- 
tects to whom I have talked are not “low- 
quality” designers, nor are they provid- 
ing “cut-rate services.” Yet they are 
among the ones being restricted by this 
new ruling. Something seems to have gone 
wrong in implementation of the original 
purpose. 

Next, it might be well to examine 
whether codes of ethical practice (with 
constantly extended definitions) are not 
sometimes used by the less competent to 
restrict activities of the more competent, 
and by the well established to restrain 
the newly arrived professionals. For ex- 
ample, is the young, talented practitioner, 
now restrained from distributing bro- 
chures and reprints, given a fair advan- 
tage against the larger firms, ethically 
permitted to retain permanent public re- 
lations counsel? 

Finally, I very much fear that this will 
be an injunction as unenforceable as was 
the prohibition of liquor—so difficult to 
interpret that a latter-day Solomon will 
be needed on the Judiciary Committee. 
For example, after reading the phrase- 
ology in the resolution, how would you 
answer the following questions: 

1. Does “indiscriminate distribution” 
(which is now forbidden) mean simply 
distribution to those with whom one has 
not had “previous professional or per- 
sonal contact,” or is there some other 
shade of meaning? Would handing re- 
prints of a published school or a brochure 
containing “factual information” to mem- 
bers of a new school board be “indis- 
criminate”? If not—if this is allowed— 


what is paid advertising? 


where does the break-point come between 
discriminate and indiscriminate? 

2. What is the meaning of “paid” an- 
nouncements and printed materia]? All 
announcements and printed material are 
paid for by someone. Does this restric- 
tion apply only when the architect pays? 
If so, is it then ethical to have reprints 
distributed when they are paid for by a 
manufacturer? If a magazine distributes 
reprints, is this ethical? 

3. Who is to determine whether dis- 
tribution of printed material is “intended 
to aid directly or indirectly in securing 
actual commissions”? Is there an area in 
which one can assume an educational pur- 
pose in such distribution (many architects 
claim this, very sincerely); or simply 
professional pride? Or is it to be as- 
sumed that every time an architect sends 
out reprints of published work, he is 
doing it to secure “actual commissions.” 
Who can read the architect’s mind in this 
respect ? 

4. Many architects send out press re- 
leases (literature distributed by AIA it- 
self explains how to prepare an effective 
release). Press releases are paid for, as 
are reprints and brochures, Going to 
newspapers, they reach the public indis- 
criminately. They are certainly (see last 
paragraph in the resolution) in the cate- 
gory of “announcements, reports, anal- 
yses, and descriptive data relating to an 
architect’s work” which are not “limited 
to persons with whom the architect has 
had previous professional or personal con- 
tact.” Presumably these are now con- 
sidered unethical? 

5. If an architect has an article pub- 
lished (not a description of a building, 
but a statement on philosophy, practice, 
or technics) and distributes reprints, is 
that unethical? If an effective speech is 
made, and copies are distributed, is that 
prohibited? These cases would seem to 
come under the category of “paid an- 
nouncement or printed material.” Or is 
it simply reprints of building design that 
are considered likely to result in “actual 
commissions” ? 

I assure you that I am not trying to 
quibble in raising these questions, Those 
of us on the magazine staffs are going to 
be asked many like them (as advertisers 
ask our advice about the use of archi- 
tects’ credits in advertising, even though 
we direct them to AIA for answers), And 
more important, many sincerely puzzled 
architects are going to want to know what 
is now ethical public relations and what 
will be considered to fall within this 
greatly broadened definition of “paid ad 
vertising.” 


Shnits | Ceylon 
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N EW Milcor Martrack 


...angle floor runner that speeds 


erection of hollow partitions 


Martrack saves job time and costs these ways 


1. Enables the lather to space studs at 16” or 2 
intervals without measuring 


2. Saves the expense and extra time required 
to install stud shoes. 


3. Eliminates the need for the customary grounds 
— an important saving 


4. Martrack runners can be placed to accommodate 
any size Milcor Stud. 
Martrack makes an excellent ceiling runner to 
obtain a separation of acoustical-plaster ceiling 
surface from a sanded-plaster wall 


Made from 20-gauge TI-CO galvanized steel, 
furnished in 10-ft. lengths. ( Also designed in 
channel type for 2-inch solid partitions. ) 

See the Milcor Manual in Sweet’s — Section 
12a/In. Or write for your own copy — ask for 
Catalog 202. 


MrrcoR MARTRACK 


Milcor Hollow 
Partitions are lighter 
than other type 
partitions of equa 
thickness; are 
resistant to fire 
earthquake 
explosion, shock 
Their versatility 
commends their use 
particularly where 
there are long lines 
of horizontal 
conduit of service 
piping and ducts 


a 


*Potent applied for ‘ 


\ ~ 
INLAND STEEL PRODUCTS COMPANY 
Dept. T, 4069 West Burnham Street, Milwaukee 1, Wisconsin 


LOS ANGELES @ MILWAUKEE @ MINNEAPOLIS 








The extreme whiteness of 
Trinity White Cement is ob- 
tained by selection of raw 
cement-moaking materials 
which are remorkable for ab- 
sence of color. There is no off- 
color cast in Trinity White to 
detract from the beauty of the 
finished structure 





whitest white cement judged by ar 


in the bag... wh 


itest in the 1 


shed job! You can see the extra whitens 


ked eye! Trinity White is a true portland cemer e 
T 


meets all Federal and ASTM specifications se it fo al s 
it tural concrete units; stucco, terrazzo ement iM 
t; light-reflecting surfaces; mass or Contrast; or 
revel s 


r the purity of white and the purit ol if THE WHITE 


WHITE CEMENT 
in concrete or masonry. Trinit 


General Portland Cement Co 


A Product of GENERAL PORTLAND CEMENT CO. © Chicago * Dalles * Chattanooga * Tampa ° Los Angeles 





